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Founder of McGraw-Hill Publishing Company, who was honored 


for his contributions to progress in the electrical industry 


by those who have received medals under the McGraw Award 





FOREIGN 
GOVERNMENTS 
WANT TO KNOW 


A 


Why can this man WAVE MORE ceed WORK LESS? 


HIS is the mystery man. Dozens of foreign 


commissions have traveled thousands of 


miles to find out why it is that, working only 
40 hours a week, he can buy an electric refrig- 
Workers in 


foreign lands labor many more hours a week, 


erator with one month's pay. 


but to them a refrigerator is a luxury beyond 
their reach. 

Why is it this typical American workman can 
buy an automobile with 4!5 months’ pay? Few 
it would 
take all they could earn in a vear to buy one. 


workers abroad have automobiles 


Why is it that American workers enjoy radios, 


telephones, electric lights, and hundreds 


other comforts and conveniences almost un- 
known to foreign workers? Why do we enjoy 
the highest standard of living known in any 
country? 

The American worker has more because he 
produces more. And he produces more because 
he has abundant power to help him—power 


that increases his own ability manyfold. 


General Electric scientists and engineers, work- 
ing with electric service companies, have put 
into the hands of American workmen the 
greatest force ever devised for producing more 
goods for more people at less cost 
of electricity. 


the force 


G-E research and engineering have saved the public from ten to one hundred dollars 
for every dollar they have earned for General Electric 
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Great Future Ahead 
for Utilities 


Industry Leaders at Sixth Annual Meeting of the Edison Electric Institute in Atlantic City Urged 


to Press Forward With Plans to Expand Use of Electricity — Bright Spot 


Seen in Gloomy Picture of Present Recession in Business 


LECTRIC utility officials from all sectons of 

the country were charged with a _ renewed 

spirit of encouragement to give greater effort 
to overcome present-day political attacks and burdens 
of oppressive legislative measures by winning wider 
public support as they concluded at Atlantic City this 
week their sixth annual convention of the Edison 
Electric Institute. Gloomy pictures of economic unrest 
and confusion of public minds stirred by politicians 
were painted by leading speakers, but through it all 
came rays of hope that cloudy skies would clear as 
the American people gain a sounder footing and come 
to the realization that real economic recovery can be 
had when the business men of the country are given 
the proper incentive. 

A note of encouragement was sounded by Charles 
W. Kellogg, as he was re-elected president for a third 
term. Paul M. Downing, A. H. Kehoe, J. E. Davidson 
and W. E. Mitchell were re-elected vice-presidents; 
F. H. Nickerson, treasurer; Bernard F. Weadock. vice- 
president and managing director; Major H. S. Ben- 
nion, assistant managing director, and Miss Mae B. 
Woods, secretary. 

All retiring trustees were re-elected for the term 
expiring in 1941 with the exception of G. O. Muhlfeld., 
Stone & Webster, Inc., that company having retired 
from the public utility field. These include F. D. 
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Comerford, Samuel Ferguson, C. E. 
Groesbeck, P. H. Gadsden, W. J. 
Hagenah, Edward Reynolds, A. H. 
Schoellkopf and E. W. Wakelee. 

Richard E. Swift, Atlantic City Elec- 
tric Company, welcomed the more than 
1,200 delegates to the convention and 
urged the industry to press forward 
with renewed energy its program of 
wider electric service. A glowing trib- 
ute was paid to E. A. Lewis, honorary 
chairman; Mr. Swift, as chairman, and 
his staff fer the splendid work in 
making the convention one of the best 
in the history of the institute. 

At the dinner Wednesday night 
Mr. Kellogg, Thomas N. McCarter, 
Louis H. Egan, B. C. Forbes and R. H. 
Mather left the thought that the utili- 
ties have gone through trying periods 
before and always came out stronger. 
and the same applies to the present 
situation. H. P. Liversidge presented 
individual prize awards. 

As the delegates left for home the 
general opinion was that a great deal 
of constructive discussion had taken 
place and that the success of the 
convention was in the exchange of 
ideas for betterment of service, public 
relations and the further development 
of the industry. 


First Session 


Charles W. Kellogg, completing his 
second year as president of the In- 
stitute, counseled the utilities to look 
to the fairness of the American public 
to preserve an industry which has done 
so much in expanding service and 
played such an important part in the 
national economy. 

Pointing out that the industry was 
disappointed in that the government 
failed to carry out its often-repeated 
intentions of bringing a full test of the 
constitutionality of the utility act, Mr. 
Kellogg declared that the utilities will 
now be found most willing to co-oper- 
ate with the government in carrying 
out the regulatory provisions of the 
act. 

Discussing the way in which the 
government suppressed all other suits 
to carry through its case against Elec- 
tric Bond & Share and bring about a 
decision on only the registration and 
separability provisions, Mr. Kellogg 
said: 

“I should leave to others to say 
whether the success of this maneuver 
was not too dearly bought at the price 
of sacrificing in the process the good 
faith of our national government.” 

Mr. Kellogg said that the utility act 
of 1935 had its genesis in the ex- 
parte Federal Trade Commission in- 
vestigation begun in 1927. From 1927 
to the end of 1935, he said, the elec- 
tric utility industry expended on con- 
struction to its properties about 
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W. W. Freeman, Columbia Gas & Elec- 
tric Corporation, and A. C. Oliphant, 
Washington, D. C. 


$5.400.000,000 and brought electricity 
to about 6,870,000 new customers. It 
reduced its average residence rate 
about 2.6 cents a_kilowatt-hour, or 
37 per cent. and increased the average 
annual consumption in the home by 85 
per cent. The number of electrified 
farms were increased by 932.000, or 
302 per cent. 

Analyzing the trend in government- 
subsidized competition, Mr. Kellogg 
declared that throughout this decade 
the attack on the utilities has been 
well-nigh continuous. “At first it was 
confined largely to publicity statements 
about the findings of the F.T.C., but 
during recent years the publicity has 
been reinforced by huge cash subsidies 
from the federal treasury. in the form 
of gifts of more than $150,000.000 to 


Harold Smiddy, Ebasco Services, Inc., 
and H. S. Metealfe, West Penn Power 
Company 





municipalities to compete with their 
local utilities. 

“The public did not at first recog- 
nize, although I believe it is coming to 
do so,” Mr. Kellogg said, “that de- 
structive competition, through tax-sup- 
ported subsidy, has exactly the same 
effect as seizure of private property 
without just compensation.” 

What the public thinks about the 
way the utilities have done to perform 
a continually better, more efficient and 
more economical job in serving the 
people, Mr. Kellogg said, is seen in an 
analysis of the 22,638,000 votes cast in 
540 local elections during the last five 
years on the subject of municipal own- 
ership, which shows the percentage of 
votes favoring municipal ownership 
has dropped from 70.5 per cent in 
1933 to 11.5 per cent in 1937. 


Five stones for David’s sling 


Five methods by which the Amer- 
ican business in general and the utili- 
ties in particular might overcome the 
obstacles of “unfriendly attitudes, the 
new era of questioning and _ the 
tyranny of words” were presented by 
H. S. Metcalfe, director of public re- 
lations of West Penn Power. Mr. Met- 
calfe listed the “five stones for David’s 
sling” to slay the “three Philistine 
conditions” as “friendliness, logic and 
three kinds of facts—facts about our 
industry, facts about what people 
think, and facts about economics.” 

Mr. Metcalfe made a strong plea 
for the industry to “humanize” formal 
statements and “popularize” the ad- 
vertising appeals of the industry. He 
urged that cognizance be taken of pub- 
lic opinion as the basis for setting the 
tempo of advertising. It was the opin- 
ion of Mr. Metcalfe that much of the 
unfavorable public opinion toward the 
industry was due to misunderstanding, 
and that this could be corrected by 
giving the facts in an interesting fash- 
ion. “We must know our major and 
minor premises and be alert and able 
to expose fallacious reasoning and un- 
sound deductions” which come from 
adverse critics, he declared. 

A strong suggestion was made to the 
top executives to give the public rela- 
tions director more latitude in formu- 
lating public relations policies because 
he is in a better position, because of 
constant contacts, to put across spe 
cific messages and to see and utilize 
opportunities for impressing facts 
about the company’s policies favorably 
upon the public. Mr. Metcalfe said 
that the public relations director 
should be free to advise management 
with respect to the public interest in 
the company policies and he should 
be given the opportunity to take an 
active part in the industry’s committee 
activities so as to be familiar with the 
general problems facing the industry. 
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Creation of a committee for the con- 
sideration of the advertising and pub- 
licity factors in public relations was 


advocated by Mr. Metcalfe. 


Selective selling 


Selective selling to meet the steady 
decline in the earning power of in- 
vested capital due largely to increased 
taxes, wages and other costs was pro- 
posed by Walter H. Sammis, vice- 
president of Commonwealth & South- 
ern. Mr. Sammis estimated that oper- 
ating income of the electric utilities 
this year would approximate $654,000.- 
000, or about the same as it was in 
1927, back where it was eleven years 
ago, although gross revenue and sales 
are well above. 

Rapidly changing and fluctuating 
business conditions necessitate check- 
ing more closely the protection of in- 
vestment to serve markets so that there 
will be sufficient income in depression 
years to carry investments made to 
meet peak loads when business is 
booming, in the opinion of Mr. Sammis. 

As far as the rapid fluctuations in 
the industrial load is concerned, it was 
proposed that adequate charges be 
made to protect the investment re- 
quired to serve these customers. It 
was the opinion of Mr. Sammis that 
direct contact with power customers 
produced the best results when the 
power salesman evaluates the many 
collateral advantages of purchased 
power. In many cases the cost of di- 
rect contact is prohibitive, he said, 
and proposed that this method be sup- 
plemented with publicity and adver- 
tising. 

Improving the system load factor and 
making greater use of existing facilities 
were seen as methods by which net 
earnings could be increased without 
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Marshall, Detroit Edison (left to right) 
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E. Cullinan, Graybar Electric 
Company: N. H. Boynton, General Elec- 
trie Company, Cleveland, Ohio; A. C. 





Wendell L. Willkie. Commonwealth & 


Southern Corporation 


additional outlays for capital additions 
to plant. Thorough surveys would re- 
veal situations where this would work 
to advantage. Selective selling would 
play an important part. 

The prospects of expanding sales of 
electricity in the home depend upon 
an increase in purchasing power or as 
the family head decides that electricity 
is to be preferred to the many othe: 
claimants for his limited income. in 
the opinion of Harry A. Snow of De- 
troit Edison. In an analysis of growth 
of electricity sales. Mr. Snow pointed 
out that, with immigration restricted. 
the growth of population will not be 
spectacular and the extension of lines 
to homes now unserved can produce 
no more than a 10 or 15 per cent 
increment. Some expansion of farm 
service is seen, but a proportionate in- 
crease in net income is doubtful unless 


Sydney 
tric Corporation: S. B. Williams. “Elee- 
trical World”; A. 


Electric Institute (‘left to right) 


Alling. Rochester Gas & Elec- 


B. Campbell, Edison 


suitably high rates are charged be- 
cause of the higher cost in extending 
service into sparsely settled territory. 

Mr. Snow showed by his analysis 
that electricity has an advantage over 
gas for refrigeration, from a cost stand- 
point, and is as cheap for cooking. 
Only off-peak storage heaters can 
make headway in water heating com- 
petition. 

It was pointed out by Mr. Snow 
that the cost of electric energy is not 
the entire cost of electric service. 
“Electricity can only be useful if the 
home is equipped with suitable appli- 
ances and the appliances may well 
exceed the cost of the energy consumed 
in them,” Mr. Snow said. In 1937 the 
nation’s bill for residential electricity 
was $808,165.900; in the same year 
the householder paid $890,161.630 for 
electric appliances. 

Mr. Snow refuted the TVA state- 
ments that low rates produce greater 
electric sales. He said that from 60 
observations of the three major classes 
of electric service over twenty years, 


when rates were changed, that in- 
creased volume is no more likely to 
occur after a decrease in rates than 


when no change has been made. Price 
is not the controlling factor, he said. 
“While it is plausible that more elec- 
tricity can be sold at lower rates the 
experience of Detroit Edison has not 
proved it so.” Mr. Snow declared. 
Proposals were made to the govern- 
ment by Mr. Snow that the way to 
lower electricity cost is through lower 
costs of labor, coal, interest and taxes 


and fewer reports to agencies. 
Second Session 


The large number of delegates which 
gathered at the opening session on 
Tuesday morning returned in the after- 


E. T. Gushee. Detroit Edison Company; 

Charles Hardwood and Thomas Cruthers, 

both of Worthington Pump & Machinery 
Corporation (left to right) 





(1965) 5 








4 
> 
' 


Philip Sporn, American Gas & Electric 
Company; L. R. Brown, General Elec- 
tric, Pittsfield, Mass.; R. E. Hamilton, 
Stone & Webster, Inc. (left to right) 


noon to follow the interesting discus- 
sions and suggestions for expanding 
and improving service. 

B. S. Rodey, Jr., Consolidated Edison 
of New York, suggested to the con- 
vention methods of checking the rap- 
idly increasing costs of accounting op- 
erations, mainly through developing 
efficiency and character of the ac- 
counting force of the company. Higher 
salaries was held out as one way 
to compensate for the qualifications 
needed. 

New requirements in accounting and 
the compilation of reports for govern- 
ment regulatory agencies have tended 
to increase the cost of accounting. 
General and special taxes have also 
increased the work of the accounting 
force to the point where a_ highly 
trained staff is required in the eco- 
nomic operation of the force. It was 
Mr. Rodey’s belief that more attention 
should be paid to this specific depart- 
ment and better the status of the ac- 
counting force. 


Build residential electric sales 


Davis M. DeBard, vice-president of 
Stone & Webster Service, spurred the 
utilities to give greater attention to 
building residential electric sales be- 
cause it is this classification of cus- 
tomers which “bring more grief: they 
are the basic source of our rate and 
political interference difficulties.” 

He said that the industry had not 
begun to scratch the surface of resi- 
dential potentialities. The way to in- 
crease use was to sell the convenience 
and the value of the service and not 
the kilowatt-hours. 

One of the major problems the in- 
dustry is facing is that new appliances 
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W. Fennell, Phelps Dodge Copper Prod- 
ucts Corporation; L. B. Bonnett, Brook- 
lyn Edison Company; R. Parker, Com- 
monwealth & Southern (left to right) 


use less energy to operate than older 
ones. This, he said, produces the “load 
mortality,” and to overcome it the in- 
dustry must sell more appliances and 
find new uses for electricity in the 
home. Mr. DeBard declared that the 
new electric refrigerator uses 40 per 
cent less energy than five years ago. 
The way to wider service lies in de- 
veloping the low-use and low-income 
customer. 

Water will be heated electrically at 
its point of use, Mr. DeBard proph- 
esied. 

Utilities will be in a better position 
to participate in the expansion of the 
next period of national prosperity at 
increment costs below the present na- 





O. A. Frederickson, National Electric 


Products Company 








Richard E. Swift, Atlantic City Electric 

Company; Arnold Hogan and E. J. Kirk- 

patrick, Indiana General Service Com- 
pany (left to right) 


tional average because present facilities 
can be expanded rapidly at costs below 
the present level, in the opinion of 
A. H. Kehoe, vice-president of Con- 
solidated Edison of New York. 

Present generating and transmission 
facilities are of such capacity that a 
rapid growth in load would result in 
no increase in cost of these facilities, 
he declared. “While the future cost 
of distribution plant is doubtful, the 
probabilities are that the increment 
capacity will be supplied at lower cost 
than the present national average.” 

The technical advancements in steam 
power plants make it possible to add 
new capacity at reasonable costs, with 
only moderate retirement costs, and 
at the same time make a very appre- 
ciable improvement in the operating 
economy in a large percentage of ex- 
isting steam power plants, Mr. Kehoe 
declared. He stated that by doubling 
present generating capacity, using 
steam stations for increments, the av- 
erage costs from the 1937 average of 
$138 could be reduced to between $125 
and $130 per kilowatt of installed ca- 
pacity. 


Better understanding with customers 


Faced with an inquisitive and im- 
patient public, the utilities must seek 
new ways to bring about a better pub- 
lic understanding and closer contact 
with customers, J. E. Davidson, presi- 
dent of Nebraska Power, told the con- 
vention. He listed ten ways to make 
your custsomers like your company 
and urged business men to be more 
alert than ever in maintaining con- 
tinuous contact with the minds of its 
customers, keep abreast of these rapid 
changes and strive to improve methods 
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of dealings to attain a stronger friend- 
ship. Declining to present himself as a 
public relations doctor, Mr. Davidson 
spoke as a veteran patient discussing 
the diagnosis. He stressed the impor- 
tance of the industry to make a care- 
ful check of public relations with the 
view of determining the weak spots. 


Greater civic responsibility 


Utilities must dedicate themselves to 
even greater civic responsibilities, Mr. 
Davidson said. “We must make every 
citizen of every community we serve 
feel that we are ‘part and parcel’ of 
the community.” Not only “must we 
be civic conscious,” he said, “but we 
must assume community leadership.” 

Prompt attention to emergency calls. 
checking of form letters for improve- 
ment, “be courageous and aggressive. 
but be tolerant,” humanize the com- 
pany, show interest in your customers. 
intensify dealer and contractor co- 
operation, and tell the story of the 
company were among the suggestions 
put forth by Mr. Davidson. 


Third Session 


Opening the Wednesday morning 
session, Col. John P. Hogan, chief 
engineer New York World’s Fair, and 
Col. J. Franklin Bell, executive vice- 
president San Francisco Golden Gate 
International Exposition, told of plans 
and advancements which are to be dis- 
played in electrical equipment and 
lighting. 

W. H. Harrison, American Tele- 
phone & Telegraph, discussed customer 
relationships in the utility industry 
from the point of view of the tele- 
phone industry. Mr. Harrison declared 
that, “broadly speaking, service, good 
or bad, is the product of instrumentali- 
ties and of the organized effort and 
will of the personnel.” He pointed out 
that there has never been a period so 
productive as the present of better 
facilities directly involving the cus- 
tomer. 

In the Bell System, Mr. Harrison 
said, there have been developed tools 
which make available to supervision 
on a current and programmed basis 
significant and dependable facts as to 
just what standards of service are 
maintained. He stated that these tools 
take form in periodic results data pro- 
cured on a sampling basis, and for the 
most part by specially selected em- 
ployees not engaged in the work under 
scrutiny. 


Sales-mean-jobs plan 


W. H. Burritt, vice-president of 
Nash-Kelvinator, told of the new sales 
campaign which his company is spon- 
soring and livened discussions to aid 
business recovery through “sales-mean- 
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jobs” idea, which is meeting with pub- 
lic response. 

Mr. Burritt said that the success of 
the utilities in pioneering household 
electrical appliances has been accom- 
plished by “going out from behind the 
counter and into the home—and asking 
people to buy.” 

Viewing the present business situa- 
tion, he said that his company obtained 
the aid of Mayor Copeland of Lincoln, 
Governor Cochran, the Iowa-Nebraska 
Light & Power, the newspapers and 
merchants to join in the “sales-mean- 
jobs” plan in Lincoln. The plan is 
nationwide now and is being pushed 
vigorously with success. 


Fluorescent lamp display 


Ward Harrison, General Electric, 
closed the Wednesday morning session 
with an excellent display of fluorescent 
lamp application and discussed its uses 


and application. Mr. Harrison saw 





great possibilities as another load 
builder for the public utility companies. 


Fourth Session 


The convention came to a_ close 
Thursday morning, with H. P. Liver- 
sidge, Philadelphia Electric, making 
the announcement of prize awards 
(presented on another page). 

Dr. Virgil Jordan, National Indus- 
trial Conference Board, advanced a 
definite program for the recovery of 
the American economic system in 
which he urged business leaders to 
“come forward with an unconditional 
pledge and a specific program to re- 
employ our labor and to rehabilitate 
our industries, step by step, during 
the next two years, and it should then 
demand the aid of government in cer- 
tain specific ways to that end.” 

A resounding note was sounded by 
Dr. Jordan in which he stressed the 











Cincinnati Gas & Electric 
Receives Charles A. Coffin Medal 


Company Is Cited for Devotion to Duty and to 
Ideals of Public Service During Flood of 1937 





For "a distinguished contribution to the development of electric light and 
power for the convenience of the public and the benefit of the industry’ 


From the Citation 
"The city that is served by the company winning the award this year experi- 


enced in 1937 the worst flood in its history. 


Throughout the disaster and 


during its aftermath this company displayed a degree of initiative and enter- 
prise and a devotion to duty and the ideals of public service that won to 
itself added public confidence and esteem and reflected credit upon the 
entire industry. The company has been able to achieve very low rates for 
its customers, and its accomplishments in trade and employee relations, in 
engineering, accounting, advertising and selling make a helpful contribution 
to the advancement of the electric industry.” 
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Frank J. Moylan, Nebraska Power Company; Harry E. Simpson, Florida Power & 
Light Company; S. P. Vecker, Carolina Power & Light Company (left to right) 


obligations of business to bring about 
recovery by establishing and operating 
adequate facilities for retraining and 
rehabilitation of workers not employ- 
able because of loss of skill and long 
unemployment. This could be done, he 
said, by using in part private resources 
and in part public work relief funds. 


Advisory agency sug,,ested 


Creation of an advisory and super- 
visory agency was suggested to assist 
in the effective administration of pub- 
lic funds for direct relief and work 
relief within the state, with co-ordinated 
subcommittees in each community. 

Mr. Jordan said, in part: 

“Western civilization has not escaped 
or postponed paying the price of the 
Great War. 

“The plain truth is that the war 
bankrupted the world morally and 
financially and it has been going 
through a process of spasmodic re- 
ceivership ever since as one nation 
after another has submitted itself to 
some form of dictatorship. This process 
is not yet completed even twenty years 
after and what we are witnessing today 
in this country and in Europe is its 
culmination. 

“It is conceivable that through the 
normal operation of economic forces 
under a free enterprise system, a coun- 
try so rich in resources and so strong 
in industrial capacity as our own could 
have worked off the terrific cost of the 
war and finally buried its debts and 
delusions along with its dead. It is con- 
ceivable also that under wise and pa- 
tient leadership the American people 
could by now have liquidated their 
post-war financial follies and begun to 
build a new era of stable progress on 
a sound foundation. All this was possi- 
ble for us, even if it was not for some 
of the other war ravaged countries. 
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“But we could not hepe to do this 
under the added burden of the false 
and destructive economic policies and 
political misconceptions to which the 
country has been subjected during the 
past five years. Not only has our finan- 
cial and fiscal organization been in- 
flated to the point of virtual insolvency 
as a result of them, but what is far 
more fatal, our productive organization 
has been disrupted and demoralized. 
and the whole force of the private en- 
terprise system has been paralyzed by 
the academic incompetence, political 
confusion and malicious persecution of 
government. At best we needed the ut- 
most effort of our productive organiza- 
tion to compensate for the wastes of 
the war and the follies of the following 
years: but it has been crippled and 





Major H. S. Bennion, assistant manag- 
ing director, and Charles W. Kellogg, 
president E.E.I. 





weakened to the point of prostration by 
the most merciless bureaucratic blood- 
letting that any business system in a 
free country has ever suffered. 


Business management confused 


“We must candidly admit that in the 
dangers and difficulties of this disas. 
trous period American business man- 
agement as a whole has not risen to 
the great opportunity and privilege of 
constructive leadership which the Am- 
erican people have given it by virtue 
of its vast accomplishments in the past. 
In their anxiety, confusion and distress 
it has persuaded them by its example 
and compelled them by its own confu- 
sion of thought, by its own incompe- 
tence and disunity of action, to embrace 
the delusive promises of government, 
to surrender themselves to the destruc- 
tive superstition of the state. 

“American business management finds 
itself confused, divided in counsel, vul- 
nerable to attack, and powerless to 
command the support and confidence 
which real leadership requires. It com- 
plains of taxes and public indebtedness 
while it longs for the benefits of infla- 
tionary public spending. It wants to 
maintain the price level of its products, 
while it resents the efforts of labor and 
agriculture to do likewise. It complains 
of the intrusion of government into pri- 
vate enterprise and into the capital 
market, while it is reluctant to take the 
risks of enterprise itself. It would like 
the enterprise system to be arranged as 
a game in which it is always assured of 
winning, while everyone else should 
take his chances, even those who are 
in the worst position to do so. These 
are hard words for anyone to say who 
is such a profound believer in the en- 
terprise system as I am, but they are 
fundamentally true. 

“These are the conditions and this is 
the challenge that face American busi- 
ness management today, and they will 
require of us an immensely greater ef- 
fort of realistic thought, courageous 
action, and patient cooperation than 
has ever been demanded of us in the 
past. In attempting it we should re- 
member that we have a few powerful 
forces on our side, and I turn from this 
discouraging review of the obstacles 
and handicaps that face us to a brief 
mention of the factors that favor our 
effort if we are willing to make it. 


Public becoming more conscious 


“The very fact that the bold attempt 
at usurpation of power over the Courts 
and Congress was beaten off by a spon- 
taneous uprising is an indication that 
a slow turn in the undercurrents of 
public feeling is taking place. The 
American people have become more 
sensitive and watchful toward the in- 
sidious stratagems and devious devices 
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of government, more conscious of the 
burdens which its wastes and extrava- 
gances impose upon them. The collapse 
of recovery, the paralysis of progress 
even in comparison with the poorer 
countries of Europe during the past 
five years is making millions of Ameri- 
cans dimly aware or acutely conscious 
by direct experience of the fallacies, 
failures, and deficiencies of the New 
Deal philosophy, and _ increasingly 
skeptical about the competence and 
sincerity of its exponents and adminis- 
trators. They have begun to realize that 
recovery and progress under the enter- 
prise system is impossible so long as 
a deadlock of hostility, distrust and 
malice prevails between business, labor 
and government, and that unity and 
coordination of effort among manage- 
ment, labor, and political administra- 
tion is indispensable if we are to pre- 
serve liberty and security. This is the 


unseen and intangible change of the 
tide that always comes when the ines- 
capable facts of experience emerge 
from the confused tangle of ideas and 
words so long as the opportunity re- 
mains for open public discussion in a 
free country. 


Difficulties to be overcome 


“Favorable and reassuring as recent 
fundamental facts are, they should not 
blind us to the difficulties to be over- 
come, and the immense effort of 
thought and action to which both the 
opportunities and the difficulties chal- 
lenge us. We must not mistake the next 


temporary inflationary lift in the busi- 
ness movement to mean that we are 
over the rocks and on our way to real 
recovery. We must not imagine that 
some mysterious providence will auto- 
matically solve the problems which the 


war and post-war period left us, or that 
some miraculous personality will ap- 
pear out of the political machine to 
spare business management the painful 
necessity of assuming the responsibility 
of constructive leadership in this crisis. 

“Above all, we must not assume that 
their growing disillusionment and dis- 
appointment at its delusive promises 
will make the American people re- 
spond with hope and confidence to 
mere negative criticism and indictment 
of the New Deal and its leaders. Amid 
the colossal wreckage of their hopes 
which it has left, they will expect 
something more from business manage- 
ment than the spectacle of seeing it 
sit about grumbling, making heroic 
speeches to itself, writing resounding 
resolutions for others to follow, or 
crowing and saying that we told you 
so. They will demand swift, positive, 
concrete action to break the deadlock 





Edison 


Charles A. Coffin Medal 
Cincinnati Gas & Electric Company 
for “a distinguished contribution to the 
development of electric light and power 
for the convenience of the public and 
the benefit of the industry.” 


Thomas W. Martin Award 
Consumers Power Company 


for “the greatest contribution to the 
advancement of rural electrification.” 


Augustus D. Curtis Awards 


Tennessee Electric Power Company 
Philadelphia Electric Company 
Pacific Gas & Electric Company 

for “the greatest contributions to the 
advancement of artificial illumination 
of interiors or exteriors of commercial 
and public buildings.” 


James H. McGraw Prizes 
Harold E, Deardorff 
Dayton Power & Light Company 


“The Gathering and Evaluation of Data 
for Improving 4-Kv. Distribution Sys- 
tem Operation.” 


S. Goldsmith and R, M. Seitz 
Cincinnati Gas & Electric Company 


“A New Technique in the Maintenance 
of Oil Circuit Breakers.” 


C. D. Reid 

Oklahoma Gas & Electric Company 
“Staybolt Replacement.” 
for “the three most meritorious papers 


on any engineering or technical subject 


relating to the electric light and power 
industry.” 


National Electric Water Heating 
Council Award 


Florida Power Corporation 

for “the greatest contribution to the 
development of the domestic electric 
water heating load.” 


H. M. Byllesby Prizes 
A. C. Herron 
Florida Power Corporation 
“Electric Fixed Capital Accounting by 
Units of Property as Required by Fed- 
eral and State Power Commissions, and 


How It May be Accomplished.” 


C. A. McKenna 
Wisconsin Public Service Corporation 
“Problems and Suggested Solutions Re- 


lating to the Electric Plant Acquisition 
Adjustment Account.” 


W. L. Squire 
Buffalo Niagara Electric Corporation 


“The Organization of the Property Rec- 
ord Department.” 


for “the three most meritorious papers 
on any accounting subject relating to 
the electric light and power industry.” 


B. C. Forbes Prize 
Edmond A. Casey 


West Penn Power Company 


“Public Relations in the Electric Light 
and Power Industry from the Inside 


Out.” 
for “the most meritorious paper deal- 
ing with the subject of public relations 


in the electric light and power indus- 
try.” 


Electric Institute Awards 


George A. Hughes Award 
Indiana General Service Company 
for “outstanding accomplishment in 


promoting domestic electric cooking 
service.” 


A. L. Lindemann Prizes 
Miss Clara Zillesen 
Philadelphia Electric Company 


“A Business Woman-Homemaker Looks 
at the Electric Range.” 


George E. Kelley 
Portland General Electric Company 
“Is Electric Cookery Really Better?” 


R. A. Gibson 

Hartford Electric Light Company 
“The Advantages of Electric Cookery 
for Domestic Purposes.” 
for “the three most meritorious papers 


dealing with the advantages of electric 
cookery for domestic purposes.” 


Two New Prize Awards to Be 
Made Next Year 


R. B. Marshall Award 


Offered by R. B. Marshall, president 
of Electromaster, Inc., and consisting 
of five prizes of $100 each for individual 
sales achievements in electric range 
sales during the calendar year 1938. 


Claude L. Matthews Valor Awards 

Offers three awards of $150 each, 
accompanied by citation and pin, for 
acts of valor performed during the cal- 
endar year 1938. 
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between government and __ business. 
They will expect business to move in 
and take over the job. 

“The next two years will be the deci- 
sive test of business capacity for lead- 
ership. At this moment—and it will be 
a brief, crucial moment—the initiative 
has lapsed from the hands of govern- 
ment. The ball is on the ground wait- 
ing for some one to make a run with 
it. I urge that business take the ball at 
this crucial juncture and try some real 
forward passes, of the kind that gov- 
ernment has so badly fumbled, to im- 
prove our enterprise system in behalf 
of the American people, and to inspire 
them to renewed enthusiasm and con- 
fidnce toward it.” 


Key to recovery held by three 
industries 

Dr. W. W. Cumberland, economist. 
of Wellington & Company, presented 
a gloomy picture of the future for 
capitalism and declared that “this de- 
pression is essentially the handiwork 
of government.” 

He placed the blame on tax burdens 
which are out of proportion with na- 
tional income. Onerous corporate in- 
come taxes, labor legislation, subsidized 
government competition with business, 
price fixing and credit manipulation 
were singled out as oppressing busi- 
ness. Government restrictions applied 
arbitrarily and with political objectives 
were seen as other depression causes. 

Dr. Cumberland painted a dark pic- 
ture of present conditions with mount- 
ing taxes and government interference 
in business, which has strangled initia- 
tive and frightened capital into hiding. 
He held that the key to recovery lies 
in the treatment accorded the railroads. 
the utilities and new construction and 
held that these three industries give the 
final answer as to whether there is 
prosperity or depression. 


Entertainment as well as business 


While serious thought was given to 
the business sessions of the convention 
an enjoyable round of entertainment 
was provided for the many delegates 
and guests at the convention. The 
president's reception Monday night 
was one of the highlights, with Mr. 
and Mrs. Kellogg and officers of the 
Institute and their wives welcoming 
delegates and guests. In the receiving 
line were Mr. and Mrs. Kellogg, Mr. 
and Mrs. Bernard F. Weadock, Mr. and 
Mrs. J. E. Davidson and Mr. and Mrs. 
A. H. Kehoe. 

A ladies’ luncheon and fashion show 
topped the Tuesday program. Many of 
the delegates gathered at Atlantic City 
over the weekend to play golf at the 
Seaview Golf Club. Others, pressed 
with business, waited until Wednesday 
afternoon for their golf game. It was 
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the afternoon during which no _busi- 
ness sessions were held. 

Each day during the convention a 
list of registered delegates and guests 
was printed and distributed through 
the courtesy of ELECTRICAL WORLD. 


Bondholders Ratify 


Beauharnois Plan 


Reorganization of the Beauharnois 
Power Corporation, Ltd., was unani- 
mously approved at a meeting of the 
company’s bondholders in Montreal. 
The bondholders also gave approval to 
the revised power contract with the 
Ontario Hydro Commission. 

Under the plan of reorganization 
the holder of Beauharnois Corporation 
bonds will receive for each $100 princi- 
pal amount of the bonds the following: 
$50 principal amount of Montreal 
Light, Heat & Power Consolidated 
bonds, $45 principal amount of second 
mortgage bonds of Beauharnois Power 
Corporation, $5 principal amount of 
convertible notes of the company, and 
one-quarter of a share of Beauharnois 
Power Corporation no-par-value stock. 

Guy M. Todd, chairman of the bond- 
holders’ committee which prepared the 
plan of reorganization, announced that 
necessary permission in connection 
with the plan had been indicated by 
the authorities at Quebec and by the 
Electricity Commission of the province. 
At Quebec an order-in-council will be 
passed in due course, he said, to per- 
mit the issuance of the new bonds. 
The Electricity Commission will issue 
an ordinance passing upon the reor- 
ganization plan. 

A reduction of electric rates of $400,- 
000 to the consumers of Montreal and 
a saving of several hundred thousand 
dollars to the city itself, as the result of 
an agreement between the Beauharnois 
Power and the Provincial government, 
were announced by Premier Maurice 
Duplessis of Quebec. 


FPC Issue Rate Order 


FPC has adopted an order directing 
the Southwestern Light & Power Com- 
pany of Oklahoma to show cause by 
June 23 why its rates and charges to 
the town of Frederick, Okla., should 
not also be made available for electric 
energy supplied to the town of Olustee, 
Eldorado, Manitou, Granite, the Cache 
Telephone & Electric Company, and 
the Wolverton Brothers Light & Power 
Company. 

A complaint was received from the 
town of Olustee, asserting that the 
rates and charges exacted by the com- 
pany for service to that town are ex- 
cessive and discriminatory. 


Hydro Plants Show 
Small Increase 


Water power installations in the 
United States increased by only 164,- 
769 hp., or less than 1 per cent, dur- 
ing 1937 to a total of 17,284,379 hp., 
of which 15,027,496 hp., or 87 per 
cent, is in 1,537 publicly and privately 
owned electric utility plants, according 
to a recent report by the Federal 
Power Commission. The other 2,256.- 
883 hp. is in 1,303 industrial and mis- 
cellaneous plants. 

The net increase is more than ac- 
counted for by a gain of 238,789 hp. 
in the latter group, whereas public 
utility and municipal plants decreased 
by 74,020 hp. Industrial and miscel- 
laneous plans comprise less than one- 
eighth of the total regional capacity 
except in New England, the East North 
Central and South Atlantic states. 

The annual increase has been small 
in recent years with the exception of 
1936, when it exceeded 1,000,000 hp. 
A large portion of that year’s increase 
was accounted for by the initial opera- 
tion of the plants at Boulder Dam and 
in the TVA project. Chief gains dur- 
ing 1937 included 81,000 hp. in Mich- 
igan, 24,000 hp. in South Carolina, 
41,000 hp. in Alabama, 27,000 hp. in 
Washington. 

From a comparison with correspond- 
ing statistics reported a year ago it 
appears that deductions in several 
states exceeded additions, resulting in 
a net decrease. This was the case 
notably in New York and Wisconsin, 
where the totals diminished by 14,000 
hp. and 10,000 hp. respectively. 


Florida Utilities Commission 
Wins Court Fight With City 


The Utilities Commission of Orlando, 
Fla., has won a state Supreme Court 
fight to spend $645,000 for a 10,000-kw. 
generator. The contest was over the 
objection of the city to spend the money 
at this time. 

A 1923 special act was held valid by 
the court, giving the commission full 
authority to operate the city’s light and 
water plant, without hindrance by the 
city. The act also gives the commis- 
sion the power to issue revenue cer- 
tificates without a referendum. 


Texas Dam Half Completed 


With work more than one-half com- 
pleted, it is expected that the Marshall 
Ford Dam, in Texas, will be finished 
well within the contract period, which 
ends July 1, 1939, according to John 
C. Page, Commissioner of the Bureau 
of Reclamation. The dam is on the 
lower Colorado River, near Austin. 
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James H. McGraw Tendered E.E.LI. 


Testimonial by Prize Winners 


Guest of honor at dinner given by recipients of McGraw Awards — 
Pay tribute to his vision and foresight — Mr. McGraw sees great 
possibilities ahead for electrical industry 


Great as have been the accomplish- 
ments of the electrical industry to date, 
there are possibilities ahead far beyond 
anything seen before, James H. Mc- 
Graw, founder of the McGraw-Hill 
Publishing Company, declared this 
week in Atlantic City at a dinner given 
him by the men who have received 
medals under the McGraw Award. 
The dinner took place in the Traymore 
Hotel during the convention of the 
Edison Electric Institute. 

“What seem to be problems today, 
political or otherwise,” Mr. McGraw 
said, “cannot affect the continued ad- 
vancement of the industry, which 
means the vision of those who com- 
pose it.” 

J. Robert Crouse. former leader of 
the incandescent lamp industry, was 
toastmaster at the dinner, at which 
Horace P. Liversidge, vice-president 
Philadelphia Electric Company, acted 
as host. Mr. Crouse, often called the 





“father of co-operation,” spoke of the 
advancement of the industry and the 
further opportunities for co-operation 
in spite of the “fog” which appears 
to obscure the accomplishments. 

Referring to the vision and the fore- 
sight of Mr. McGraw in trying to re- 
ward accomplishments, Mr. Crouse 
felt that the meeting of the recipients 
of the award was a fitting tribute to 
that vision. 

Jack E. North, Cleveland Electric 
Illuminating Company, as secretary of 
the McGraw medalists, read messages 
from the absentees, all expressing re- 
gret and paying tribute to Mr. Mce- 
Graw. 

Charles E. Swartzbaugh, president 
Swartzbaugh Manufacturing Company, 
as the latest recipient of the McGraw 
Award for co-operation among manu- 
facturers, spoke of opportunities that 
there are for the industry to demon- 
strate its services to mankind. 






George E. Cullinan, vice-president 
Graybar Electric, in behalf of the 
medalists, presented to Mr. McGraw, 
as a token of their esteem, a silver 
vase engraved with a tribute and the 
signatures of the thirty medalists now 
living. 

In accepting the vase Mr. McGraw 
traced in an interesting fashion his 
start in the publishing business in 
1884 and his inspiration and encour- 
agement from Thomas A. Edison, who 
had then recently placed in operation 
his Pearl Street plant in New York 
City, the first steam-generating plant 
in the United States. 

Mr. McGraw pointed out that the 
one great satisfaction which he has had 
in his career over a period of years 
has been in aiding in the developing 
of men and ideas. “It is the contribu- 
tions of inspiring leadership that fire 
the enthusiasm of others and create 
progress,” he declared. It was felt by 
Mr. McGraw that these contributions 
should be widely known, and it was 
hope for this recognition that inspired 
the award. 

The James H. McGraw Award is 
now in its fourteenth year. It is sup- 
ported by an endowment fund, ad- 
ministered by a committee of awards 
drawn from the four branches of the 
electrical industry. 


Medalists under the James H. McGraw Award in the electrical industry paid tribute to Mr. McGraw, founder of the McGraw-Hill 
Publishing Company, at a dinner during the Sixth Annual Convention of the Edison Electric Institute in Atlantic City 


Starting with James H. McGraw, seated at the head of the table. 
J. Robert Crouse, Cromaine Corp. ; 
George E. Cullinan, Graybar Electric Co.; J. E. North, Cleveland 
Electric Illuminating Co.; H. P. Liversidge, 


and reading from left to right 





a W. W. Freeman, Columbia Gas & Electric Corporation ; Howard 
Ehrlich, McGraw-Hill Publishing Co.; C. E. Michel, Union Electric 
“0. of Mo.; R. W. E. Moore, National Electric Products Co.; W. J. 
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Philadelphia Electric 
Electric, Ltd.; G. 






Drury, Graybar Electric Co.; G. E. Whitwell, Philadelphia Electric 
Co.; James H. McGraw, Jr.; S. L. Nicholson, Westinghouse Electric 
& Mfg. Co. (retired) ; C. L. Collens, Reliance Electric & Engineering 
Co.; O. Fred Rost, Radio Retailing; George W. Patterson, Patterson 


Sanborn, Sanborn Electric Company; Louis 


Kalischer, Louis Kalischer, Inc.; C. E. Swartzbaugh, Swartzbaugh 
Manufacturing Company 
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Senate Kills Move to Curb Funds 


to Build Municipal Utility Plants 


Leader Barkley says Roosevelt does not intend to give aid unless 
“reasonable price” offer has been refused — President has full say in 
further course of power policy — PWA has approved city projects 


Rejection by the Senate of the pro- 
posals to limit federal financing of 
publicly owned utilities in competition 
with private capital threw the govern- 
ment power policy into the lap of 
President Roosevelt. 

Upon the assurance of Majority 
Leader Alben W. Barkley that the 
President does not intend to aid mu- 
nicipal plants until the private utilities 
have been given an opportunity to sell 
out at “a reasonable price,” the Senate 
defeated the proposals which would 
have restricted funds of the spending- 
lending program. 


President expresses views 


“At a conference some days ago 
with the President, which was attended 
by Vice-President Garner, Speaker 
Bankhead, House Leader Rayburn and 
myself,” Senator Barkley said, “the 
question of the propriety and wisdom 
of the committee amendment prohibit- 
ing the allocation of any funds from 
this appropriation for the construction 
of competing public utilities in states, 
counties or other political subdivisions 








Place Cost Type 
El Dorado, Ark.... $663,000 Diesel 
Carbondale, Colo..... 41,818 Hydro 
St Augustine, Fla.... 630,000 Steam 
SS . Sa 250,000 Diesel 
PU, Bs i a 00 0ee 79,000 Trans. line 
Huntington, Ind...... 1,340,000 Steam 
CAgGO, TOM........2. 112,970 Diesel 
Flint, Mich.......... 18,652,036 Steam 
Mount Pleasant, Mich 485,000 Diesel 
Zeeland, Mich...... 93,000 ‘Trans. line 
North Mankato, Minn 175,000 Diesel 
Westbrook, Minn. . 67,272 Diesel 
Hopkins, Minn... 221,000 Diesel 
Chrisholm, Minn aug 647,000 Diesel 
Meridian, Miss. . (1) 1,400,919 Steam 
Columbus, Miss. . 281,000 Tr. line 
Carruthersville, Mo 175,000 Diesel 
Mount Grove, Mo 128,200 Diesel 
Camden, N.J..... 6,000,000 Steam 
Saranac Lake, N. Y 500,000 Diesel 


Florida P. & L. Co. 
Florida P. & L. Co. 
Cent. Ill. P. 8. Co. 
Northern Ind. Pow. Co. 
Kans. Pow. Co. 
Consumers Power Co. 
Consumers Power Co. 
Consumers Power Co. : 
Northern States Pow. Co lotal 
Interstate Pow. Co. 
Minn. Gen. Elec. Co. 


Mo. El. Pow. Co. 

Pub. Serv. El. & Gas Co. 

Paul Smith's El. Lt., Pow. 
& RR. Co 


in which there is an existing plant came 
up for discussion. The President took 
the position that federal money ought 
not to be allocated for the construction 
of public utilities where there is an 
existing private utility whose rates are 
regulated by a public authority until 
and unless the municipality or other 
political subdivision made in good faith 
an offer to purchase at a fair price the 
existing privately owned and operated 
plant. This position was agreed to by 
all of those who were present at the 
conference.” 

Senator Barkley said that the pro- 
posals to restrict federal funds for 
construction of publicly owned plants 
would tend to raise legal questions con- 
cerning the “good faith” and “fair 
price” and would lead to litigation. He 
declared that this sort of litigation 
would delay projects. He added that 
the President did not want any legis- 
lative restrictions on his power to ap- 
prove allocations of federal money in 
competition with existing utilities. 

The defeat of the amendments leaves 
the President as the sole judge of what 





I — Distribution systems that will be in direct competition with utilities Place 


Present Supplier 


Arkansas P. & L. Co. 
Carbondale L. & P. Co. Total............ 


Il — Generating plants for municipalities now owning their distribution systems 
but purchasing energy from private utilities: 


$740,000 Steam 
(2) 65,000 Diesel 


Bay City, Mich....... 
St. Charles, Mo....... 
Fremont, N.C........ 
Abbeville, 8.C........ 


Minn. P. & L. Co. | Lincoln, Nebr....... 
Miss. Pow. Co. Cleveland, O......... 
Miss. Pow. Co. 

Ark.-Mo. Pow. Co. pe Se eee 


Albuquerque, N. M... 


was “good faith” and what was “fair 
and reasonable.” 

As the situation now stands the 
President holds the “big club” over the 
utilities, but with the assurance from 
Mr. Roosevelt, through Senator Bark- 
ley, that he will use the club only after 
a fair and reasonable offer by a mu- 
nicipality has been refused by the util- 
ity. It also leaves Mr. Roosevelt in a 
position to dictate the future power 
policy of the government and _ places 
him in a position to determine just 
how far the federal government is go- 
ing in the move of government-utility 
cooperation which at this time is being 
sought. 

PWA now has more than 2,700 ap- 
proved projects ready to go ahead 
when additional funds are voted by 
Congress, including a large number of 
municipal power projects which would 
directly compete with existing utilities. 
So far these projects total $56,783,026. 
with many more likely should PWA 
give the nod for more to ask for funds. 
This list does not include the large 
government power projects which are 
being constructed in direct and other 
appropriations. The Grand River de- 
velopment is scheduled to get under 
way soon. Bids for work on the $20. 
000,000 project are being received. 

The privately owned utilities had 
sought to limit funds in the new relief 
bill so that investor confidence would 
be restored and expansion of facilities 
undertaken without fear of subsidized 
competition. 


PWA-Approved Power Projects Awaiting Additional Funds 


Present Supplier 
Va. Pub. Serv. Co. 


Cost Type 
403,636 Steam 


$44,874,906 


Consumers Pow. Co. 
Union El. Co. of Mo. _ 
Carolina Pow. & Lt. Co. 


43,000 Diesel 
Abbeville Water & Elec. Plt 


435,000 Hydro 


$1, 283,000 


Ill — Additions to municipal plants now in competition with private utilities: 


$175,000 Steam 
1,680,000 Steam 


$1,855,000 
IV — Hydro plants of which power is not yet marketed; degree of competition 


Iowa-Neb. L. & P. Co 
Cleve. El. Ill. Co. 


yet to be determined: 


$3,500,000 Hydro 


Fairport Harbor, O 155,000 Diesel 
Newton Falls, O.... 205,000 Diesel 
Seminole, Okla....... 331,000 Diesel 
Cleveland, Okla. . 142.600 Diesel 
Okmulgee, Okla...... 904,000 Diesel 
Yankton, 8. D....... 388,000 Diesel 
Murfreesboro, Tenn... 245,455 Tr. line 
Spearman, Tex........ 89,900 Diesel 
Wichita Falls, Tex 1,750,000 Diesel 
Texarkana, Tex... .. 545,000 Diesel 
Temple, Tex.......... 316,400 Tr. line 
are 225,000 Diesel 
Gonzales, Tex........ 173,000 Diesel 
Wharton, Tex........ 200,000 Diesel 
Sabinal, Tex.......... 85,000 Diesel 
Gatesville, Tex..... “e 140,000 Diesel 
San Antonio, Tex..... 6,137,300 Tr. line 
Weslaco, Tex........ 210,000 Diesel 
ENS 606 wan on ns 287,000 Diesel 
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Cleve. El. Ill. Co. 

Ohio P. 8. Co. 

Okla. G. & E. Co. 

Okla, Utility Co. 

Pub. Serv. Co. of Okla. 
Northwestern P. S. Co. 
Tenn. El. Pow. Co. 
Community Pub. Serv. Co. 
Tex. Elec. Serv. Co. 
Southwestern G. & E. Co. 
Tex. P. & L. Co. 

Central P. & L. Co. 
Central P. & L. Co. 
Houston Lt. & Pow. Co. 
Central P. & L. Co. 
Commercial Pub. Serv. Co. 
San Antonio Pub. Serv. 
Central P. & L. Co. 
Appalachian El. Pow. Co. 


Loup River Pub. Pow. - 
Distr. Nebr......... 5,190,000 Hydro (3) 


, Se ee $8 ,690 ,000 
V — Project that will purchase from Nebraska grid; degree of competition ye 


to be determined: 
United Pub. Pow. and 
Irr. Distr., Nebr.... $80,120 


Grand total...... $56 ,783 ,026 
(1) Cost covers only power portion of larger allocation. 
(2) To serve municipal uses only. . : _— 
(3) Source of power is hydro, already constructed; this project covers 
mission lines only. 


SOURCE — Testimony of Howard A Gray, Assistant Administrator, PO 
before the subcommittee of the House appropriations committee on the re 
act of 1938. 
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Asks State Ownership 
for All Water Power 


A proposal which would “forever” 
guarantee public ownership, posses- 
sion and control of water power re- 
sources in New York State is slated 
to be considered by the Constitutional 
Convention, now in session. Charles 
Poletti, Supreme Court Justice, an- 
nounced that at the request of the 
Power Authority he would introduce 
the proposed measure, which seeks 
to establish the right of the people to 
sole possession of the water power and 
would end a bitter struggle for such 
a guarantee which state officials have 
waged for more than half a century. 

Justice Poletti made public a copy 
of a letter sent to him by Frank P. 
Walsh, chairman of the Power 
Authority, setting forth that the trus- 
tees “unanimously recommend that the 
Constitution of the state be amended 
through the inclusion of the state’s 
power resources in the interest of the 
people.” 

The proposed amendment sets forth 
the following: 

The beds and waters of the rivers or 
the portions of the rivers within the 
boundaries of the state and the power and 
power sites in, upon or adjacent to such 
rivers, owned or controlled by the people 
of the state, or which may hereafter be 
recovered by or come within their owner- 
ship, possession and control thereof shall 
always be vested in the people of the state 
and the state shall neither lease, license, 
sell nor transfer these properties and rights 
other than to a public corporation or other 
public agency, duly authorized by the Leg- 
islature to develop them in the interest of 
the people of the state. 

Any development or improvement so 
authorized shall remain the property of 
the state and under its management for- 
ever. The state may authorize such public 
corporation or agency to sell and distribute 
any power generated in such manner as 
may be provided by the Legislature. 

Mr. Walsh stated to Justice Poletti 
that the “issue is important because of 
the present critical condition at 
Niagara, where failure to adopt a 
policy in line with the proposed amend- 
ment has resulted in a deadlock pre- 
venting the people of the state from 
realizing millions of dollars of addi- 
tional benefit each year from. this 
unique natural resource.” 


High Court Rules for FPC 
Over Metropolitan Edison 


The U. S. Supreme Court recently 
reversed a decree of the Third Circuit 
Court of Appeals which restricted the 
scope of a Federal Power Commission 
inquiry into the Metropolitan Edison 
Company and five other Pennsylvania 
subsidiaries of the Associated Gas & 
Electric system. 

The utilities had secured an injunc- 
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PILL BOXES—Precast concrete manhole boxes for power and telephone lines being 


constructed at the New York World’s Fair. 


The higher box, rear, is for telephone 


cables drawn in wood ducts. The others are for power cables 





tion from the lower court barring the 
introduction of certain evidence before 
a FPC trial examiner. The commis- 
sion was investigating the inter-rela- 
tionship and corporate structure of the 
companies. In its opinion the Supreme 
Court contended that the lower court 
had no authority to interfere with the 
proceedings, since the FPC had not 
issued any final order from which an 
appeal could be taken to _ federal 
courts. 


Flood Control Bill 
Approved by House 


With only minor changes the omni- 
bus flood control bill authorizing about 
150 local protection projects and 100 
reservoirs aggregating $375,000,000 in 
federal cost has been passed by the 
House of Representatives and approved 
by the Senate committee on commerce. 

Only two of the projects in the bill 
combine flood control with the devel- 
opment of hydro-electric power—Den- 
ison Reservoir on the Red River, Tex.. 
and Bluestone Reservoir on the New 
River, W. Va. In each case the federal 
government is authorized to acquire 
the necessary property, and the extent 
of the local cost contribution is limited 
to 30 per cent of the proportion of 
such property chargeable to power. 
The Bluestone reservoir was authorized 
in the flood control act of 1936, but is 
now reauthorized in order to clarify 
the question of the authority of the 
federal government to acquire the 


needed land. 


Discuss Ceiling Rate 
for Bonneville Power 


The question of a ceiling on Bonne- 
ville power rates, above which private 
utilities may not charge consumers to 
whom they distribute the power, was 
discussed last week with President 
Roosevelt by J. D. Ross, administrator 
of the project. 

Declaring that the present demand 
for Bonneville power is an excess of 
immediate production, Mr. Ross said 
this fact refuted the claim that here 
was a “white elephant for which there 
was no market.” 

He reported that, tentatively, 120,- 
000 kw. has been asked for by industry 
alone, while the present installed 
capacity is only 86,000 kw. Private 
utilities, he added, want 43,000 kw., 
or half of the present installed 
capacity. 

Meanwhile, the Portland and The 
Dalles (Ore.) Chambers of Commerce 
have protested to the Federal Power 
Commission that the rate of $14.50 
per kilowatt-year for prime power, 
recommended by Administrator Ross, 
is 35 to 50 per cent too high. 


Guntersville Competition 


The Alabama Power Company will 
continue to operate its electric facilities 
in Guntersville, although the $124,000 
municipal system has been completed 
to distribute TVA power. Frank Mas- 
tin, district manager, stated that the 
utility will continue operations as it 
holds a valid franchise in Guntersville. 
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New St. Lawrence Proposal Sent 
Canada to Revive Power Project 


Secretary Hull submits revised treaty for power and navigation de- 
velopment — United States would pay cost of first construction with 
Canadian expenditures delayed — No immediate action seen 


A new move toward the comprehen- 
sive development of the navigation and 
power resources of the St. Lawrence 
River which was made by the State 
Department brought forth this week a 
new attack from many of the Senators 
who blocked the $500,000,000 project 
four years ago. 

Last week Secretary Hull submitted 
to Canada a revised treaty by which 
Canada and the United States would 
construct a huge hydro-electric power 
project and a 27-ft. channel to let sea- 
going vessels reach the Great Lakes 
basin. The move was seen as attempt- 
ing to meet the crisis brought about 
when the United States took a stand 
against export of power as well as the 
diversion of water by Ontario. 


Develop resources 


The proposal of Secretary Hull sug- 
gests the construction of a deep water 
canal around the International Rapids, 
the construction of a power dam in 
the rapids and the power and scenic 
development of Niagara. 

It is proposed that if the canal is 
constructed on the Canadian side Can- 
ada would construct it, but it would 
be financed by the United States. The 
power dam would be built and paid for 
by the United States, but the power 
superstructure on the Canadian side 
would be built and paid for by Canada. 

The proposal also set forth that the 
United States would begin construction 
of its part immediately, but Canada 
would be given until 1949 to complete 
construction. It is estimated that the 
United States could complete the work 
in five years. It is estimated that the 
project for the United States would cost 
less than $225,000,000. 

In essence, the revised treaty pro- 
poses the immediate development of 
power resources at both Niagara and 
the International Rapids, but indefinite 
postponement of the navigational fea- 
tures of the St. Lawrence waterway. 


Would divert water 


The treaty would also authorize Can- 
ada’s proposal to divert water from the 
Albany River basin into the Great 
Lakes and the utilization of this water 
for power generation at Niagara Falls 
and, ultimately at the International 


Rapids. It was this controversy which 
led to Canada’s action in what 
14 (1974) 


amounted to indefinite postponement of 
the St. Lawrence power development. 

In Toronto Premier Hepburn said 
that there is no sound reason for build- 
ing the St. Lawrence waterway. “What- 
ever is done will in any event have to 
be done on borrowed money, and the 
people will have to pay for it over a 
long period of years,” he said. “We 
have suffered already from overexpan- 
sion in railways, and we don’t want 
any more of that. Ontario has no need 
for any more power.” 

From these remarks observers con- 
cluded that the new suggestion of Sec- 
retary Hull may meet with no imme- 
diate action and that the St. Lawrence 
power development is still far in the 
future. 


Chairman Protests 
Commission Ruling 


John Preston, chairman of the West 
Virginia Public Service Commission, 
in a vigorous dissent made public at 
Charleston, asserted that he feared the 
commission had “arrived at a_ theo- 
retical, not a practical, solution” of 
the Harrison County electric co-oper- 
ative problem. 

Over the protest of the Monongahela 
West Penn Public Service Company, 
the commision had granted the REA- 
financed Harrison County rural elec- 
trification association a certificate of 
convenience, with reservations. Chair- 
man Preston opposed the action, but 
concurred in the finding that the co- 
operative is a public utility subject to 
state supervision. 

In his formal dissent he declared: 
“I am convinced that the need for 
electric service in the rural area of 
Harrison County affected will be best 
supplied by the extension of the ex- 
isting plant of the protestant, rather 
than by the erection of a new one.... 
The use of public funds to create an 
unnecessary plant or business to com- 
pete with an established plant or busi- 
ness seems to me to be illogical and 
to threaten the soundest principles of 
our national economy and _ historical 
philosophy.” 

The co-operative had contended the 
utility began “raiding” its proposed 
territory last summer after REA plans 


were announced and that it built lines 
to carry on the invasion. Chairman 
Preston said the co-operative began to 
build lines before it obtained commis. 
sion approval, stating “even if it is 
doubtful whether protestant’s lines 
were legally constructed, certainly 
there can be no doubt that applicants 
were wholly illegal.” He pointed out 
that competing lines must injure both 
the applicant and the protestant finan- 
cially, impair the service, and not only 
fail to benefit the public, but harm it. 
He said he felt the commission’s de- 
cision might have the effect of dis- 
couraging electric utilities from mak- 
ing voluntary rural extensions. 


N. J. Public Service 
Holds Anniversary 


Thirty-five years of the corporate 
existence of Public Service Corporation 
of New Jersey was marked by a broad- 
cast “Symphony of Power” over station 
WOR on June 2. Sound effects were 
improvised to simulate the _ three 
branches of the company’s business, 
electricity, gas and transportation; in- 
stances were dramatized showing acts 
of heroism on the part of employees 
of the company and brief addresses 
were made, notably by Gov. A. Harry 
Moore and Thomas N. McCarter, presi- 
dent of the company. 

The Governor expressed his appre- 
ciation of the contribution of the com- 
pany to the upbuilding of the state 
industrially and socially. President 
McCarter reviewed the history of the 
company from the time that the idea 
of its formation took place and he 
was chosen a member of the committee 
that developed the plan to bring the 
myriad of small companies together 
in a unit that would permit capital to 
be secured by the consolidated com- 
pany necessary to meet future indus- 
trial and civic demands. These proved 
so stupendous that the original capital 
of $10,000,000 has expanded to $400.- 
000,000. He also recited the change 
that has taken place under which the 
electric business has grown from the 
baby of the three types of service per- 
formed until it has long since out- 
stripped both the gas and the transit 
services, essential as are both of these. 


Pacific P. & L. Substation 


Pacific Power & Light Company is 
building an outdoor substation 4! 
Yakima, Wash., according to L. R. 
Sheeley district manager. The substa- 
tion, to cost $60,000, will be served 
by an 11,000-volt feeder from the 
Union Gap substation. 
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ON THESE RURAL LINES 


100% SQUARE D MULTI-BREAKER INSTALLATIONS 
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@ From everyone’s standpoint, service interruptions on rural 
lines are especially objectionable. To the customer, they mean 
inconvenience; to the power company, expense. Long distances 
between customers and weather conditions combine to skyrocket 
the cost of rural service calls. 


“ortunately, there is an answer to this problem—the Square D 
Multi-breakeR. Read Mr. McDonald’s experience with more than 
409 installations. It’s food for thought. 


SQUARE J) COMPANY 


DETROIT- MILWAUKEE-LOS ANGELES 


IN CANAODR: SQUARE DO COMPANY CANADR LIMITED. TORONTO een 


CALL IN A SQUARE D MAN 


L. to r.—Charles Swartzbaugh. Swartzbaugh Manufacturing; 


E. O. Shreve and Judge C. W. Appleton, 
General Electric; D. W. Taylor, 


Public Service Electric & Gas 


L. to r.—L. W. Shugg, General Elect 
Sangamo Electric 


B.ED 


Leaders in the electri 

dustry from all sectio 

. country gathered this 

L. to r.—Judge C. W. Appleton, General Electric; James D. Black, Atl: City for th 
president, Pacific Gas & Electric Atlant sitv tor t 


annual convention 

Edison Electric | 

tute to seek soluti 
to the many p! 

lems facing th 
industry. 


Plant accounting committee of Accounting Section of E.E.!., (1. to r.)—C. M. Cleary, Consolidated Edison; Merle 
Rainey, &.E.1.; H. W. Hardwick, Commonwealth & Southern: H. P. Taylor, 
Laing, Public Service of 


Wisconsin Public Service; J. A ‘te 
Niagara-Hudson Power; 


Indiana; J. V. Cleary, Consolidated Edison; Miss Jesse Gooderson, E.E.!.; Morris Tracy, Ba Marion P 
H. M. Tickel, of Commonwealth & Southern; G. T. Swisher, Potomac Edison: Alexander L. to r.—Ca tten Barton 
Maxwell, E.E.1.; B. S. Rodey, Consolidated Edison (standing) M. Davis, Batten, 





L. to r..—Bernard F. Weadock, vice-president and general manager of E.E.I.; 
Charles W. Kellogg, president of E.E.|. 


Louis H. Egan, president Union Electric 


M. Campbell, 


T 


Herbert W. Young, president Delta-Star Electric, first to register at E.E.1I. convention; G. E. Miller 


Miss Mae Woods, secretary of E.E.|. Cleveland Electric Illuminating Co. 


OR nomip 


bli Service Electric & Gas; Clarence L. to r.—Marshall Piersol, Aluminum Co. of America; Charles _ W. J. Donald 
ne & Osb n; C. E. Greenwood, E.E.!. Hcrrell, Sangamo Electric Managing Director of N.E.M.A. 
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Anaconda Weatherproof Wires and Cables undergo natural weathering tests plet 
in the salt air atmosphere of Hastings-on-Hudson. 33-k 
to . 
$29( 
-_ ; . last 
¢ ONSTANT research and the desire to improve have the 
made Anaconda mills leaders in the production of ¢ in tl 
‘ < seal 

weatherproof wire. Long study preceded commercial . c 
. em: 
production of URC type. Natural and accelerated jn 
weathering tests gauge this cable’s physical character- in ¢ 
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istics. Furthermore, its performance in the field is always 
he; died immediately above is an actual sample com, 
| being studied. from outdoor weathering rack after long ~_ 
exposure. Anaconda URC meets URC, equi 
3 MANUFACTURING STEPS ASA and other standard specifications. ing | 

ASSURE HIGH QUALITY 

Factors which make Anaconda URC Type Weather- ZIP d it’ ' | 
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sroof unusually long lived are: (1) the high quality ana ifs open: 2. 2 






















ibrous covering; (2) the weather-resistant air-blown ; 
To assure quick opening 


isphaltic saturant; and (3) the mica flake coated without damaged wire coverings, 
veather-resistant finisher which is applied in a uniform Anaconda Weatherproof has a rip 
wire wrapped into the coils... 
To remove all the wrapping, it is 
‘aturated covering for a long period of years. only necessary to lay the coil flat 
on the floor and pull the rip wire. 


‘oncentric layer of adequate thickness to protect the 


The illustration of the “stripped back” cable is 
ntended to show the thoroughness with which the 
aturant penetrates all braids. It goes right through to 
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he copper conductor itself. Let us tell you the com- 
slete story of this example of Anaconda research. sss 
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Indiana Utility Builds New Lines 


to Improve Service to Customers 
Northern Indiana Public Service spent $3,471,697 for additions and 


extensions to facilities last year — New transmission lines near com- 
pletion which will connect systems in northeast section of territory 


Northern Indiana Public Service 
Company spent $3,471,697 for addi- 
tions and extensions to its properties 
last year, resulting in a net increase 
in fixed capital of $1,889,946, after 
deducting retirements. 

Improvements to the present 132-kv. 
transmission system from the Chicago 
District Generating Corporation plant 
to Michigan City, Ind., which were 
estimated to cost approximately $900.- 
000, were started last year and are 
about completed. It was pointed out 
that this was necessary to provide 
adequate capacities for industrial 
expansion. 


New 33-Kv. line 


Another project which is about com- 
pleted is the construction of a new 
33-kv. transmission line from Goshen 
to Angola at an estimated cost of 
$290,000. This project was started 


last fall, with $160,000 spent before 


the year end. This line was constructed 
in the northeast section of the territory 
to connect the electric transmission sys- 
tems operated by the company, thus 
assuring additional sources of supply 
in event of emergencies. 

Other improvements made by the 
company last year included capital 
expenditures of $114,562 for mains and 
equipment in connection with chang- 
ing from manufactured to natural gas 
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SHOWROOM—Modern lighting and rearrangement of facilities has enabled the North- 
etn Indiana Public Service Company to show to advantage the features of household 
appliances in its display room to its customers 


in Fort Wayne and adjacent communi- 
ties. Other additions and improve- 
ments consisted principally of new 
business extensions and increases in 
the capacity of existing facilities to 
meet increaséd demand for service. 

Last year, on November 1, the com- 
pany purchased the Atwood and Bur- 
ket properties of the Southeastern 
Indiana Power Company for $55,000. 
These properties served approximately 
100 electric customers. This terri- 
tory previously was served by the 
sale of energy at wholesale to South- 
eastern Indiana Power. 


Boulder Dam Output Lower 


Output of electricity from Boulder 
Dam for the first five months this 
year will fall considerably under es- 
timates, it is reported, all projects 
being well supplied as a result of the 
abundance of water in the Southwest. 
Output for the first five months was 
630,000,000 kw.-hr. (May estimated). 
For all of 1937 the output was 1,166.- 
681,000 kw.-hr. 


Interlocking Hearing Set 


Inasmuch as the companies covered 
are all included in the Northern States 
Power Company group. the Federal 


Power Commission has granted the re- 
quest that hearing on eight applica- 
tions for authority to hold interlock- 
ing positions be held at the same time 
and place, and has set this hearing for 


June 15. The applicants include Gar- 
rett O. House, John F. McGuire, Jos- 
eph B. Erblang, Ernest H. Cotton, 
James S. McMillen, Roy F. Fuller, 
Leslie N. Gobler and Robert F. Pack. 


Telephone Company Carries 
Rural Dispute to Board 


Virginia Corporation Commission has 
taken under advisement complaint of 
the New Castle Telephone Company 
that its service would be put out of 
commission if the Craig-Botetourt Elec- 
tric Co-operative is allowed to energize 
its newly built lines. The co-operative 
was advised to keep its system inoper- 
ative until the case has been decided. 
Attorneys were given ten days in which 
to file briefs. 

Thomas W. Ozlin, Corporation Com- 
mission chairman, said the commission 
did not have to authorize the co-opera- 
tive to turn off its current, but the 
commission permitted Kenneth C. 
Whittle, counsel for the telephone com- 
pany, to amend his petition to include 
a plea for general, instead of specific, 
injunctive relief. 


Alabama Towns Will Issue 


Bonds to Secure PWA Loans 


Going over the protest of the Ala- 
bama Power Company, the State Public 
Works Board has authorized three 
North Alabama municipalities to issue 
bonds to secure PWA loans for the 
construction of municipal electric sys- 
tems. 

Decatur was authorized to borrow 
$268,000, Hartselle $33,000 and Court- 
land $25,000. Representatives of each 
municipality said the loans already 
had PWA approval and would be sup- 


plemented by 45 per cent grants. 


Southern Louisiana Gets 
New Electrification System 


Electric service was given 278 homes 
in Lafayette and Acadia, La., last 
week when Mayor Roy threw the switch 
turning on current for 130 miles of 
South Louisiana’s second 
trification project. 

The project, financed through the 
federal government, will eventually 
embrace over 500 miles of line in four 
parishes (counties). Current for the 
system will be furnished by the La- 
fayette and Opelousas municipal plants. 


rural elec- 





(1979) 19 












Babes 


5 Eee 


OPE AA RN AAAS 





~ 4 


fa 


erence 


Wisconsin Public Service Plans 


Adding 17,240 Kw. of Capacity 


Construction this year will be nearly twice that of 1937—Generating 
equipment outlay is largest item in budget — Will extend rural 
service — Appliance sales estimated at 85 per cent of 1937 total 


Wisconsin Public Service Corpora- 
tion and its subsidiary, Menominee 
and Marinette Light & Traction Com- 
pany, will spend this year nearly 
twice the 1937 expenditure for new 
construction, according to J. P. Pul- 
liam, president. 

This year the company is adding 
17,240 kw. to its hydro capacity, as 
against 2,600 kw. last year and 3,025 
kw. in 1936. This new generating 
equipment constitutes the major item 
in the construction program, totaling 
$1,400,000, against $546,000 last year 
and $550,000 in 1936. 


Other items in plan 


Other items in the construction 
program include $600,000 for trans- 
mission, against $213,000 last year 
and $46,000 in 1936; distribution 
budget calls for $875,000, against $1.- 
315,000 last year and $622,000 in 
1936, and general construction totals 
$125,000, against $126,000 last year 
and $69,000 in 1936. Total for 1938 
is $3,000,000, against $2,200,000 last 
year and $1,287,000 in 1936. 

In rural construction Wisconsin Pub- 
lic Service is building 500 miles of 
pole line to serve 1,500 customers on 
new and existing lines. At the end of 
last year the company had 2,464 miles 
of rural line in operation serving 11,- 
699 customers. Last year the utility 
built 880 miles of line and added 


2,650 customers on new and then ex- 
isting lines. 

Appliance sales this year are esti- 
mated at about 85 per cent of the 
business done in 1937, although great 
effort is being made to even or better 
the total of last year. In 1937 the 
company sold 838 domestic ranges, 
1,295 refrigerators, 622 water heaters, 
199 cookers, 163 room heaters, 1,655 
irons, 778 toasters, 1,342 vacuum clean- 
ers, 463 washing machines and 95 com- 
mercial refrigerators. These totals 
were in excess of what was sold in 
1936 with the exception of commercial 
refrigerators, when 99 units were sold. 

The company is giving every assist- 
ance to its customers in making greater 
use of electricity and is strengthening 
its facilities to be in a position to pro- 
vide service for future loads. 

. 


Gulf States Rate Inquiry 
Terminated by Commission 


Gulf States Utilities Company, hav- 
ing filed supplemental rate schedules 
removing the undue _ discrimination 
charged by the Federal Power Com- 
mission to exist with respect to rates 
and charges assessed and _ collected 
from certain municipalities and com- 
panies, the commission has adopted an 
order terminating the inquiry insti- 
tuted under its order of February 15. 

The company had been ordered to 





Arrow Photo Service, Inc. 


LAMP DISPLAY—One of the largest and most complete museums of lamps and 
lighting devices covering more than 20,000 years is at the Cities Service building 
in New York and is the result of more than 40 years of work by Charles F. Brown 
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show cause why electric energy should 
not be sold to Gulf Public Service 
Company at DeQuincy, La.; Louisiana 
Power & Light Company and the com. 
munities of Abbeville, Broussard and 
Erath, La., under the same schedule 
applied for such sale to the communi- 
ties of St. Martinsville and Vinton. 
La.; Youngsville Sugar Company, 
Inc.; Louisiana Public Utilities Com 
pany and the Community Public Serv. 
ice Company. 
- 


Commission Issues 


Show Cause Order 


Federal Power Commission has is- 
issued show cause orders § against 
Pennsylvania utility companies which, 
having obtained the commission’s au- 
thority for the sale of certain proper- 
ties, have failed to comply with the 
conditions the commission imposed 
and to consummate the sale. 

According to an announcement made 
by the commission approximately eight- 
een months have elapsed since the 
commission authorized the sale of the 
franchises and property of Northern 
Pennsylvania Power Company to Met- 
ropolitan Edison Company. Since no 
agreement has been filed complying 
with the conditions imposed, and the 
sale has not been consummated, the 
commission has adopted an order re- 
quiring these companies to show cause 
on or before July 15 why the commis- 
sion’s order approving such sale and 
disposition should not be vacated and 
annulled. 

More than 24 months have elapsed 
since the commission authorized the 
sale to Pennsylvania Electric Company 
of all facilities and property of Erie 
Lighting Company, the commission an- 
nouncement states. The commission 
has ordered these companies to show 
cause on or before July 15 why the 
commission’s order approving the sale 
should not be vacated. 

All these companies are subsidiaries 
of the Associated Gas & Electric Sys: 
tem. 

. 


Hydro License Granted 


FPC has announced its authoriza- 
tion of the issuance of a 50-year license 
to the Inland Power & Light Company. 
Portland, Ore., for a constructed hydro- 
electric project located on Crooked 
River in Jefferson County, Oregon. 
The power house, included in the devel- 
opment, houses two waterwheels, one 
ot which is connected to a 700-kw. gen- 
erator and the other to a 400-kw. gen- 
erator, and a 22,000-volt transmission 
line extending from the power house to 
a junction with a transmission line of 
the Pacific Power & Light Company. 
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Production dips as usual, but 
more than in 1936 or 1937 — 
Misses year ago by 11.8% 


in the week that includes Memorial 
Day the output of the electric light 
and power industry regularly shows a 
decline compared with the preceding 
week. This year was no exception: 
production fell to 1,878,851,000 kw.-hr., 
or 11.8 per cent less than in the like 
period of 1937, according to the Edi- 
son Electric Institute. 

While the percent reduction is the 
largest, though by a narrow margin, 
thus far recorded in the present de- 
pression, the apparent weakness may 
be partially explained by the fact that 
the holiday occurred on a Monday, 
whereas it fell on a Sunday last year 
and on a Saturday in 1936. Thus, in 
1938 the decline from the preceding 
week amounted to 94,000,000 kw.-hr. 
against 76,000,000 in 1937 and only 
33,000,000 kw.-hr. in 1936. By this 
difference the output for the first time 
was less than in 1936. 

Regional comparisons with 1937 re- 
veal an improved position on the Pa- 
cific Coast, in contrast with declines 
in the Mountain, West Central and 
Middle Atlantic states. 


Weekly Output. Millions Kw. Hr. 
1938 1937 1936 


June 4.1,879 June 5..2,131 May 30..1,922 
May 28.1,973 May 29..2.207 Mav 23..1.955 
May 21.1,968 May 22..2,199 May 16..1,962 
May 14.1,968 May 15..2,195 May 9..1,948 
May 7.1,939 May 8..2,176 May 2..1,929 
Apr. 30.1,9389 May 1..2,194 Apr. 25..1,933 
Apr. 23.1,951 Apr. 24..2,188 Apr. 18..1,915 


FPC Resecinds Authorization 
of Idaho Falls Hydro Plant 


The Federal Power Commission has 
rescinded its authorization of a license 
to the city of Idaho Falls, Idaho, for 
the construction of an 18,000-hp. hydro 
electric project on the Snake River and 
in the same order dismissed the city’s 
application for a license. 

The commission’s action was the re- 
sult of failure by the city to accept the 
license tendered it on December 8. 
1937, within the time limit prescribed 
by FPC rules. 


* 
Copper District Suit Filed 


Michigan State Conservation Depart- 
ment has filed suit in the Ingham 
County Circuit Court at Lansing to 
restrain the Copper District Power 
Company from unreasonable diversion 
of water from the middle branch of 
the Ontonagon River and the two 
waterfalls located on the river, Bond 
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Per Cent Change from Previous Year 


Week Ending 
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Region June4 May 28 May 21 

New England... —11.2 —11.6 —12.7 
Middle Atlantic....... — 6.7 — 2.8 — 3.5 
Central Industrial. .... -17.8 —17.4 —17.1 
West Central... —10.1 —6.2 — 3.4 
Southern States... —10.1 —9.7 — 9.4 
Rocky Mountain —28.4 —21.7 —23.1 
Pacific....... a —2.8 —5.0 — 6.3 





United States 


and Agate Falls. The suit asked the 
court for a declaratory judgment 
which would determine the public 
rights to the Ontonagon River and its 
tributaries, located in the 
Peninsula. 


Upper 


Approves Assets Transfer 


FPC has approved transfer of all 
of the facilities of the Twin City Light 
& Power Company, consisting princi- 
pally of a part of a 33,000-volt trans: 
mission line about 20 miles in length. 
to the Missouri General Utilities Com- 
pany. 

In consideration of the proposed 
transaction, the Missouri company is 
to cancel all indebtedness owed it by 
the Twin City Company, amounting to 
$35,651; assume any other debts the 
Twin City Company may owe and, as 
an incident to the conveyance, the 
Missouri Company is to acquire all 
shares of Twin City Company stock 
from the American Utilities Company 





for a consideration of $1.00. The Twin 
City Company’s facilities are now oper- 
ated by the Missouri company, which 
is affiliated with the Associated Gas & 
Electric System. 


April Power Output 
Shows 10% Decline 


Production of electrical energy for 
public use in the United States during 
April, as reported by the Federal 
Power Commission, was 8,660,000,000 
kw.-hr., 10 per cent less than the quan- 
tity a year ago. The reduction has 
been growing steadily larger since the 
beginning of the year, as appears from 


the table: 
Millions 





of Kw.-Hr. Change 
1938 1937 (Per Cent) 
January ..........9,330 9,839 —§ 
February .. oe 8,442 8,956 —6 
MEE 6 casaceconas 9,185 9,946 —§ 
CO err 8,660 9,609 —1" 


The difference in April was almost 
entirely in the amount generated from 
fuels. This was 15 per cent less than 
in the like month of 1937, whereas 
hydro energy was only 3 per cent less 
and constituted 46 per cent of the total. 
an unusually large fraction. Average 
daily production was 2.6 per cent less 
than in March, whereas the normal 
change for these months is a decrease 
of 0.5 per cent. 

With smaller output from fuels the 
consumption of coal correspondingly 
decreased by 591,000 tons, or 18 per 
cent, to 2,636,985 tons. 

These figures do not include opera- 
tions of street and interurban railways. 
electrified steam railroads, and miscel- 
laneous federal, state and other proj- 
ects, which in April generated 255,450.- 
000 kw.-hr. and consumed 183,279 tons 
of coal, against 272.606,000 kw.-hr. and 
199.185 tons. respectively, a year ago. 


New Rural Lines Completed 


As a part of an extensive program 
of rural electrification the Appalachian 
Electric Power Company has completed 
and placed in service new transit lines 
from Naugatuck to Lenore. A number 
of similar projects in Mingo and 
Wayne counties in West Virginia and 
Martin County in Kentucky will be 
completed during the year. 


e 
Decatur Awards Contract 


The city of Decatur, Ala., has 


awarded a contract to the Dyer Elec- 
tric Company of Birmingham for con- 
struction of a municipal power dis- 
tribution system. The company’s bid 
was $239,417. The city will purchase 
energy from the Tennessee Valley Au- 
thority. 
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MORE CAPACITY—New 75,000-kw. turbine of the Union Electric Company of 
Illinois, which has been added to the giant Cahokia power plant, bringing the 
capacity to 300.000 kw. and placing the utility in position for additional load 


Staten Island Rate 
Schedules Reduced 


Staten Island Edison Corporation 
has filed with the New York Public 
Service Commission a new schedule of 
electric rates estimated to save con- 
sumers approximately $500,500 a year. 
The reduced rates became effective on 
June 1. The new schedule is the result 
of negotiations between the company 
and Milo R. Malthie, chairman of the 
commission, after it had begun an in- 
quiry into the existing rates. This 
inquiry will be discontinued. Of the 
annual rate reduction, it is estimated 
that $270,900 will be saved by resi- 
dential consumers. Large power users 
will save $69.100 and the Staten Island 
Rapid Transit Company, $14.000. 

The new residential rates call for a 
minimum monthly charge of 95 cents 
for the first 10 kw.-hr. or less. 5 cents 
each for the next thirty-five kw.-hr.. 
4 cents each for the next 55 kw.-hr. and 
2 cents each for all kilowatt-hours in 
excess of 100 a month. 


Retirement Plan Adopted 
by Niagara Hudson Power 


Niagara Hudson Power Corporation 
system companies have adopted a 
standard retirement plan effective as 
of June 1. The plan is regarded as an 
additional step in the unification of 
the system, according to Alfred H. 
Schoellkopf, president. 

The Niagara Hudson companies, at 
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their own expense, have for many years 
paid allowances to employees retired 
because of age or disability, and the 
recent reductions in number of oper- 
ating companies through the simplifica- 
tion of the system’s corporate struc- 
ture now make possible the adoption 
of uniform methods of providing em- 
ployees with retirement benefits, Mr. 
Schoellkopf explained. 


Associated Official 
Reports Rising Taxes 


Taxes on Associated Gas & Electric 
Company for the year ended March 
30 were $16,033,092, or 17 per cent 
higher than in the same period last 
year. S. J. Magee, vice-president and 
general manager, told stockholders at 
the annual meeting last week. 

During the year ended March 30 
operating revenues rose about 6 per 
cent over the previous period, Mr. 
Magee said. but operating income in 
this period was 6 per cent under the 
previous comparable period. totaling 
$34,849.685 for the year ended March 
30. as against $36.643.703 for the same 
period last year. 

Commenting on recent signs of a 
more friendly attitude to utilities, Mr. 
Magee said: “If these industries could 
be assured of a cessation of attacks by 
public officials and competition from 
governmental agencies they would be 
in a favorable position to proceed with 
the development which has been so 
hampered in recent years.” 


Consolidated Units 
Promote Appliances 


During the months of June, July 
and August Consolidated Edison Com- 
pany of New York, Inc., Brooklyn 
Edison Company. Inc., New York and 
Queens Electric Light & Power Com- 
pany and the Westchester Lighting 
Company will promote nine electrical 
appliance bargains to tie in with the 
“Your Household Electric Bill Is Worth 
Money to You” activity. The “Go” 
electric portable range and the Railley 
“Pin-It-Up” lamps, which were in- 
cluded in the March. April and May 
activity. will continue to be promoted 
in addition to the seven other appli- 
ances for the next three months. Manu- 
facturers and distributors will co-oper- 
ate with the utility companies in an 
extensive advertising campaign in sup- 
port of the appliances. 

The nine appliances include the 
following: Railley “Pin-It-Up” lamps. 
Universal Turn-Easy electric toaster. 
Westinghouse streamlined automatic 
iron, Farberware coffee robot, Samson- 
United Safe-Flex fan, Sunbeam Shave- 
master, G.E. Mixer and Juice-O-Mat. 
G.E. Touch Tuning radio and “Go” 
electric portable range. 

In accordance with the company’s 
co-operative merchandising plan. orders 
taken in company showrooms will be 
referred to approved appliance dealers. 
The customer presenting his monthly 
bill to the dealer will be allowed a 
cash credit of % cent for every kilo- 
watt-hour of electricity used toward 
the purchase of any appliance. up to 
25 per cent of the price. 


Brazos License Modified 


License for the construction of the 
Possum Kingdom hydro-electric proj- 
ect on the Brazos River in Texas has 
been tendered by the Federal Power 
Commission to the Brazos River Con- 
servation and Reclamation District. 
At the district’s request. the commis- 
sion modified in several particulars the 
requirements set forth in the order of 
May 13. authorizing the issuance of 
this license. these relating principally 
to details of construction and amortiza- 


tion reserves. 


Utility Hearing Postponed 


At the request of counsel for the 
applicants the Federal Power Commis 
sion has postponed until September 1. 
1938, the hearing scheduled for June 3 
on the interlocking directorate applica 
tions of 20 officials in the Consolidated 
Gas, Electric Light & Power Company 
of Baltimore system. 
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Sponsor Economics 


Meet for Engineers 


Dr. Harvey N. Davis, president of 
Stevens Institute of Technology, has 
announced that the eighth annual 
Economics Conference for Engineers 
will be held at the Stevens Engineering 
Camp, Johnsonburg, N. J., from June 
24 to July 2. This year’s conference 
will be sponsored jointly by Stevens 
and the Society for the Advancement 
of Management. 

The conference group will be di- 
vided into six sections—four sessions 
daily through the week on motion and 
time study, human relations, market- 
ing, industrial management, and man- 
agement problems. 

Among those who will address the 
conference are Dr. Walter Rauten- 
strauch, professor of industrial engi- 
neering, Columbia University; Alvin 
E. Dodd, president of American Man- 
agement Association; James OD. 
Mooney, vice-president of General 
Motors Corporation; F. D. Newbury, 
economist, Westinghouse Electric & 
Manufacturing Company; Bleecker L. 
Wheeler of Ford, Bacon & Davis, and 
John Gaillard of American Standards 
Association. 


Rocky Mountain League 
Makes Convention Plans 


The Rocky Mountain Electrical 
League will hold its annual meeting 
at Canyon Hotel and Lodge, Yellow- 
stone Park, August 29—-August 31. 

For this occasion preliminary plans 
have been completed for the most com- 
prehensive lighting activity ever con- 
ceived in the Rocky Mountain region. 
A $10,000 promotional fund already is 
in prospect. Every branch of the in- 


dustry—contractors, dealers, utilities, 
manufacturers and _ distributors—will 
participate. Commercial, industrial, 


and highway, in addition to domestic 
lighting, will be included. Members 
of the optical profession, school and 
public officials, civic and welfare or- 
ganizations and other bodies will be 
brought into the activity. 


UtilityyREA Loan Allowed 


SEC has granted an application by 
the New York State Electric & Gas 
Corporation, of the Associated Gas & 
Electric system, for exemption from the 
requirement of filing a declaration cov- 
tring issuance of a $250,000 note car- 
Tymg 2.88 per cent interest to the 
Rural Electrification Administration, 
and the issue and the pledge of $336,- 
000 of 4 per cent first-mortgage bonds, 
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due in 1965, as collateral for the note. 

Proceeds from the note are to be 
used solely to build about 210 miles of 
rural electric line, at an estimated cost 


of $250,840. 


Praises Utility Service Men 


Editorial tribute to the services of 
the utility service men in rural com- 
munities was recently paid by the 
Emporia (Kan.) Gazette. 


eelings 


Public Utilities Advertising Association— 
Annual convention, Detroit, Mich., June 
12-16. H. W. Olcott, secretary, Daniel 
Starch & Associates, New York, N. Y. 

Wisconsin Municipal Utilities Association— 
Annual convention, Marshfield, Wis., June 
16-17. J. J. Jedwabny, secretary, Men- 
asha, Wis. 


Society of Chemical Industry — Annual 
meeting, Ottawa, Canada, June 20-22. 


American Society of Heating and Ventilat- 
ing Engineers — Summer meeting. The 
Homestead, Hot Springs, Va., June 20—22. 
A. V. Hutchinson, secretary, 51 Madison 
Avenue, New York, N. Y. 


American Society of Mechanical Engineers 
—Semi-annual meeting, St. Louis, Mo., 
June 20-24. C. KE. Davies, national secre- 
tary, 33 West 39th Street, New York, 
me ms 

American Institute of Electrical Engineers 
—Summer convention, Washington, D. C., 
June 20-24. Pacific Coast Convention, 
Portland, Ore., August 9-12. H. H. Hen- 
line, national secretary, 33 West 3th St., 
New York, N. Y. . 

Canadian Electrical Association — Annual 
convention, Seigniory Club. Province of 
Quebec, Canada, June 22-24. B. C. Fair- 
child, secretary, 804 Tramways Bldg., 
Montreal, Que. 


National Electrical Credit Association—An- 
nual convention, Hotel Statler, Detroit, 
Mich., June 23-24. 


Economics Conference for Engineers—An- 
nual meeting, Stevens Engineering Camp, 
Johnsonburg, N. J., June 24-July 2. 


American Society for Testing Materials— 
Annual meeting, Chalfonte-Haddon Hall, 
Atlantic City, N. J., June 27-—July 1. H. 
E. Hess, assistant secretary, 260 South 
Broad Street, Philadelphia, Pa. 


American Association for the Advancement 
of Science — Suinmer meeting, Ottawa, 
Canada, June 27-July 2. 


World Power Conference—Vienna sectional 
meeting, August 25—-September 2. Execu- 
tive committee, U. S. National Committee, 
World Power Conference, 4 Irving Place, 
New York, N. Y. 


Rocky Mountain Electrical League—Annual 
meeting, Canyon Hotel and Lodge, Yel- 
lowstone Park, Wyo., August 20-31. 
George Lewis, managing director, Gas 
and Electric Building, Denver, Colo. 


Illuminating Engineering Society—Annual 
convention, Nicollet Hotel, Minneapolis, 
Minn., August 29-September 1. A. D. 
Cameron, general secretary, 51 Madison 
Avenue, New York, N. Y 


Indiana Electric Association—Annual con- 
vention, French Lick, Ind., September 29— 
October 1. Tom C. Polk, secretary, 607 


Traction Terminal Bldg., Indianapolis, 
Ind. 
American Transit Association — Annual 


meeting, Toronto, Canada, October 2-7. 
Charles Gordon, managing director, 292 
Madison Avenue, New York, N. Y. 





P.U.A.A. Tells Plans 


for Annual Meeting 


The Public Utilities Advertising As- 
sociation will hold its annual conven- 
tion in Detroit in conjunction with the 
meeting of the Advertising Federation 
of America, according to Kenneth Ma- 
gers of the Cincinnati Gas & Electric 
Company, president of the association. 

At one session the work of employee 
newspapers and magazines as an em- 
ployee relations aid will be discussed, 
with T. F. Gessner, Detroit Edison 
Company, and Fred Toy, Cincinnati 
Gas & Electric Company, as speakers. 
C. W. Tennant, Western United Gas 
& Electric Company, will present the 
results of a comprehensive survey con- 
ducted by the association of public 
utility advertising expenditure prac- 
tices in another session. 

Henry Obermeyer, Consolidated Edi- 
son Company of New York, Inc., will 
tell of his findings in a survey of the 
use of symbols and slogans by utilities 
in recent years. As usual, the award 
of certificates in the association’s an- 
nual Better Copy contest will be made 
at the convention. 

On Monday, June 13, Alex Dow, 
president of the Detroit Edison Com- 
pany, will address the Advertising 
Federation on “Value in Public Util- 
ity Advertising.” 


Hydraulic Power Session 


Planned for A.S.M.E. Meet 


Operating methods and problems of 
a combined hydro- and steam-electric 
system will be discussed by H. Har- 
rington and E. B. Strowger of the Nia- 
gara-Hudson Power Corporation at the 
semi-annual meeting of the American 
Society of Mechanical Engineers, June 
20-23, at St. Louis, Mo. 

The discussion will be presented at 
the hydraulic power session of the meet- 
ing on Tuesday. At this session John 
Van Brunt of Combustion Engineering 
Company will talk on trends in design 
of large high-pressure boiler units. 


Announce Leipzig Fair Dates 


The 1,980th session of the Leipzig 
Trade Fair, to be held from August 28 
to September 1, 1938, will comprise 
some 6,000 exhibits of the newest prod- 
ucts of 32 countries. To accommodate 
the increased exhibits two large ex- 
hibition halls will be added to the 42 
buildings already in use. Total turn- 
over for the spring fair was reported as 
$217,000,000, an increase of 10 per cent 
over 1937. 
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Dayton Power Appoints 
B. C. Taylor Vice-President 


B. C. Taylor, treasurer of the Day- 
ton Power & Light Company, Dayton, 
Ohio, has recently been elected to the 
additional office of vice-president. Mr. 
Taylor has been associated with the 





Cornwall 


Dayton properties since 1911, when he 
joined the staff as junior clerk. 

Progressing through all phases of 
the bookkeeping activities of the com- 
pany, and after holding almost every 
important job in the accounting de- 
partment, he was transferred to the 
treasury department, and in 1918, 
when the office of auditor was created, 
he was selected to fill the post. In 
1930 he was named assistant treasurer 
and last year he was again promoted 
to the position of treasurer. 

Unusual accounting systems de- 
veloped by him during the progress 
of his association with the Dayton 
Power & Light Company won recog- 
nition elsewhere among the larger pub- 
lic utility systems, with the result that 
Mr. Taylor was called upon to install 
similar systems in other utility ac- 
counting offices. 

2 


> ArtHuR L. Cook, head of the de- 
partment of engineering of Pratt In- 
stitute, Brooklyn, for 25 years, has 
been appointed acting director of the 
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institute’s school of science and tech- 
nology, the trustees have announced. 
He succeeds the late Dr. Samuel S. 
Edmands. Mr. Cook first became as- 
sociated with the institute as an in- 
structor in 1903 after his graduation 
from Worcester Polytechnic Institute. 
Between 1907 and 1913 he was asso- 
ciated with a firm of designing and 
construction engineers. CLIFFORD C. 
Carr, an instructor in electrical tech- 
nology, will succeed Mr. Cook. 


Metal Trades Association 
Elects National Officers 


At the recent convention held in 
New York the National Metal Trades 
Association elected N. W. Pickering, 
president Farrel-Birmingham Com- 
pany, Inc., Ansonia, Conn., president. 
A. H. Timmerman, vice-president of 
the Wagner Electric Corporation, St. 
Louis, Mo., was elected first vice- 
president and Roe S. Clark, Pack- 
age Machinery Company, Springfield, 
Mass., was made second vice-president 
and treasurer. 


> Joun R. CassELt, formerly general 
sales manager of the Ozalid Corpora- 
tion, New York, has been promoted 
to the position of vice-president in 
charge of sales. 


> C. W. Corrietp has retired from 
active service after 32 years as elec- 
trical engineer with the Utah Copper 
Company. Mr. Corfield will continue 
in a consulting capacity with Utah 
Copper. 


> Henry L. Douerty, president of 
Cities Service Company, was recently 
made the recipient of the honorary 
degree of Doctor of Science by the 
University of Miami, Miami, Fla. In 
presenting Colonel Doherty for the 
honor, Dr. Elmer V. Hjort, professor 
of chemistry at the university, read 
a citation which said: “We choose 
today to honor Colonel Doherty as a 
man of science and an original and 
energetic thinker and doer. . . .” 








Public Service Appoints 
Electric Men to New Posts 


Announcement has been made by 
Jacob T. Barron, vice-president in 
charge of electric operation, Public 
Service Electric & Gas Company, 
Newark, N. J., of the following ap- 
pointments in the electric department: 

Walker L. Cisler to be assistant 
chief engineer, electric engineering de- 
partment; Willie R. Smith to be 
safety engineer; Fred H. Legge to 
be transmission construction engineer; 
Walter C. Ames, Jr., to be chief engi- 
neer, Marion generating _ station; 
Leslie D. Price to be meter and wiring 
engineer, succeeding William S. Davis, 
whose promotion to executive assistant, 
Bergen division, was recently an- 
nounced; Richard B. Swallow to be 
Passaic division meter chief, succeed- 
ing Mr. Price, and Hans G. Walz 
to be assistant division meter chief, 
Hudson’ division, succeeding Mr. 
Swallow. 

Mr. Cisler started with Public Ser- 





W. L. Cisler 


vice in 1922 and has served successively 
as cadet engineer, assistant engineer, 
Marion station; test engineer, Kearny 
station; assistant chief engineer, Pater 
son station; chief engineer at Marion, 
planning and installation engineer ™ 
the general office, electric department; 
general superintendent of electric 
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generation and assistant general mana- 
ger, electric department. 

Starting with Public Service in 1914, 
Mr. Smith later joined Public Service 
Production Company as superintendent 
of electrical construction, later being 
made assistant chief engineer and in 
that same capacity he continued in 
the Newark office of United Engineers 
& Constructors, Inc. In 1935 he was 
made transmission construction engi- 
neer in the electric department of 
Public Service Electric & Gas 
Company. 

A graduate of Virginia Polytechnic 
Institute, Mr. Legge has engaged in 
transmission engineering for Public 
Service since 1926. Mr. Ames has 
been identified with Public Service 
for almost thirteen years. 


Chapple Goes to Australia 
for Lincoln Electric Co. 


Lincoln Electric Company announ- 
ces the appointment of J. M. Chapple 
as managing director of the new 
manufacturing subsidiary, Lincoln 
Electric Company (Australia) Prty., 
recently established at Alexandria 
(Sydney), Australia. Although a 
newcomer to the Lincoln Electric Com- 
pany, Mr. Chapple is a veteran in 
the welding industry, particularly 
abroad. 

For thirteen years he has _ been 
associated with Armco International 
Corporation, most of that time in 
foreign service. As welding develop- 
ment engineer, he installed equipment 
and developed the sales organization 
of the highly successful joint Armco 





anne 


International Lincoln Electric are- 
welding factory in Buenos Aires, 
Argentina. His experience in this 
work, plus previous training in every 
department of the American Rolling 
Mill Company plant at Middletown, 
Ohio, fits him admirably for the or- 
ganizational and developmental phases 
of his new position. 
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A. E. Hitchner New President 
of Pacific Coast Group 


A. E. Hitchner, who was chosen 
president of the Pacific Coast Elec- 
trical Association at the recent con- 
vention in San Francisco, is manager 
of the Los Angeles office of the West- 





inghouse Electric & Manufacturing 
Company. He takes over leadership of 
association activities from R. M. Al- 
vord, southwest district manager of 
General Electric. 

Born in Clayton, N. J., he took his 
electrical engineering degree at Rut- 
gers in 1904. He has been with West- 
inghouse since 1909, since 1926 as 
manager of the Los Angeles office. 


> Wave H. Wricut, secretary of the 
Georgia Power Company, has _ been 
elected a member of the board of 
directors to succeed Frank Hawkins. 
resigned. Mr. Wright has been con- 
nected with the company 32 years, 
has served as secretary since 1918 and 
has been assistant to the president 
since 1929. 


> Gano Dunn, president of the J. G. 
White Engineering Corporation, was 
made the recipient of the honorary 
degree of Doctor of Science by Colum- 
bia University, New York, at the com- 
mencement ceremonies held last week. 
Inventor of more than thirty devices 
in the design and construction of elec- 
trical machinery, Mr. Dunn has di- 
rected outstanding construction proj- 
ects. He was awarded the 1937 
Edison Medal of the American In- 
stitute of Electrical Engineers and 
early this year was elected a director 
of the Radio Corporation of America. 
The citation used by Dr. Nicholas 
Murray Butler, president of Columbia 
University, in conferring the degree, 
said in part: “Trained at the College 
of the City of New York and as an 
engineer at Columbia; entering at 


once upon most important fields of 


practical work, rising swiftly to posts 
of large influence, whose name is now 
associated with the development, 
through engineering skill, of the 
natural resources of Europe, Africa 
and the two Americas; honored time 
and again for outstanding service to 
his profession and in recognition of 
his patient and courageous good 
citizenship. 


” 


> Wittiam H. Price, Jr., the Carrier 
Corporation, Syracuse, N. Y., was elec- 
ted president of the Air Conditioning 
Manufacturers’ Association at the re- 
cent annual meeting at Hot Springs, 
Va. J. J. Donovan, General Electric 
Company, Bloomfield, N. J. was 
elected vice-president and P. A. McKitt- 
rick, Parks-Cramer Company, Fitch- 
burg, Mass., treasurer. 


> Forrest U. Ross, formerly manager 
of the Williamsburg district of the 
Virginia Electric & Power Company, 
has been appointed manager of the 
Portsmouth district, succeeding the 
late Joe Sullivan. Mr. Ross has been 
a member of the Virginia Electric & 
Power organization for almost fifteen 
years, starting in the distribution engi- 
neering department at Richmond. 
When the sales department was or- 
ganized in 1925 he was transferred to 
that new department as illuminating 
engineer, subsequently serving as ap- 
pliance service manager, heavy-duty 
salesman and sales supervisor. He 
has also served as sales manager of 
the Fredericksburg district, the Suf- 
folk district and more recently of the 
Williamsburg district. 


OBITUARY 


> Louis J. Encers, for the past fifteen 
years associated with the merchandis- 
ing department of the Wisconsin Pub- 
lic Service Corporation at Green Bay, 
Wis., died May 26, in his sixty-fifth 
year. 


> Hucn M. Crawrorp, general sales 
manager of the Pacific Gas & Electric 
Company, died May 29, following a 
sudden heart attack, while at his sum- 
mer home at Forest Hills, Calif. Mr. 
Crawford was born in New Castle, Pa., 
53 years ago and was graduated from 
Nebraska University. He went to Cali- 
fornia 25 years ago, first with the 
Sacramento Valley Irrigation District, 
later becoming commercial manager of 
the San Joaquin Light & Power Corpo- 
ration. He joined the Pacific Gas & 
Electric organization in 1918 and be- 
came sales manager in 1925. Mr. 
Crawford was active in the Pacific 
Coast Electrical Association and was 
a past-president of the Pacific Coast 
Gas Association. 
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Otis Broadens Range 


of Strip Mill Work 


The Otis Steel Company’s continuous 
hot strip and cold rolling mills have 
been widened to 77 inches, speeded up 
and improved to handle coils of dou- 
ble the previous maximum weight and 
length in an expansion program just 
completed, according to E. J. Kulas. 
president. 

As part of this modernization two 
new 3,500-hp., 175/350-r.p.m. d.c. mo- 
tors, one 6,000-kw. motor-generator set 
and a 400-hp., 300/1,050-r.p.m. d.c. mo- 
tor were added to drive the fifth and 
sixth finishing stands and the finishing 
scale breaker. Since these motors and 
generators increased the short-circuit 
values to an estimated 350,000-amp. 
and a possible 500,000-amp. load, alu- 
minum channels and high-strength in- 
sulators were installed and additional 
circuit breakers provided. 

A new 1,250-hp., 250/612-r.p.m. d.c. 
motor to drive the new four-high stand 
in the cold mill and a new 250-hp., 
300/1,250-r.p.m. d.c. motor to drive 
the take-up reel were installed in the 
cold mill motor room. Electrical con- 
duits to this mill were rerouted and the 
entire control scheme modernized, with 
a new generator secondary panel, a 
new reel control panel and tension 
regulator. Dynamic braking has been 
provided to insure quick braking of the 
main drive motors in the face of finish- 
ing speeds up to 600 feet per minute. 


Four New Directors Named 
for Electric Household 


President E. N. Hurley, Jr., of Elec- 
tric Household Utilities Corporation 
stated at the annual stockholders’ meet- 
ing that current sales volume, while 
slightly better than the washing ma- 
chine industry as a whole, was insuffi- 
cient to offset operating expenses and 
make a profit. Efforts are being made 
to reduce operating expenses where 
possible, Mr. Hurley indicated, and 
salaries of officers have been reduced 
about 20 per cent this year. 
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Four new directors were elected: 
I. R. Allen and J. H. Sullivan, for 
three-year terms; Archer W. Rithard. 
for two-year term; and Frank J. Simp- 
son for one year to fill unexpired term 
of Myer Hurley. First three named 
replace J. F. Fennelly, J. A. McCor- 


mick and Silas H. Strawn. retired. 


Reports Gain in Use 
of Copper by Utilities 


Copper in the amount of 83,000 tons. 
23,200 tons of lead and 12,000 tons of 
aluminum were used by electric light 
and power companies for station and 
substation purposes, transmission and 
distribution during 1937, it is reported 
by American Bureau of Metal Statistics. 

From the tables it is seen that the 


Installation of Copper by Electric 
Light and Power Companies 


(In tons of 2,000 Ib.) 





Year Tons Year Tons 
OS ces 48,800 1930......130,000 
sp 'oSiera 85,800 1931...... 85,000 
2 re 90,000 PER sce 49.000 
ee 110,000 1933...... 33.000 
re 122,000 1934...... 36.000 
EAs oko 103,000 1935...... 55.500 
| ee 115,000 1906. . 6055 “Fae 
Sees see 127,000 SOE 5 nccxs 83,000 


Use of Lead and Aluminum 
(In tons of 2,000 Ib.) 


1934 1935 1936 1937 
LEG. ca cawnaeen 11,500 13.800 15,100 23.200 
Aluminum ..... 3,700 =©4,500 11,000 12,000 








quantities have more ihan doubled com- 
pared with 1934. Use of copper in 
1937 was about the same as in 1923, 
when it was increasing, and in 1931. 
when it was declining. 


Campaign Sells One in Ten 


During the first three days of Nash- 
Kelvinator Corporation’s test selling 
campaign in Lincoln, Neb., 433 calls 
were made by salesmen, 42 electric 
refrigerators and ranges were sold and 
98 “definitely interested” prospects dis- 
covered. 


AND MARKETS 


Battery Company Has 


Golden Anniversary 


This month the Electric Storage Bat- 
tery Company, Philadelphia, Pa., be- 
gan the celebration of its golden an- 
niversary year. The company was 
founded in June, 1888, in a small one- 
story brick structure near Gloucester, 
N. J. In 1894 the company moved to 
the first floor and basement of its 
present building. Additional space 
was acquired with the years, until in 
1919 the present battery building plant 
was erected on a 40-acre tract at Cres- 
centville, on the northeastern edge of 
Philadelphia. 

Including the Crescentville plant, 
floor space in excess of 30 acres is now 
being devoted to the manufacture of 
batteries in various sizes, types and 
capacities. 

* 


April Refrigerator Sales 
Drop 36% Below Year Ago 


Domestic sales of household electric 
refrigerators in April, as reported by 
seventeen companies, totaled 197,995. 
compared with 162,139 in March and 
311,769 in April last year, when fifteen 
companies reported, according to the 
National Electrical Manufacturers As- 
sociation. For the same periods world 
sales were 216,732, against 183,059 
and 338,214 in April a year ago. 

For the first four months domestic 
sales were 592,721, against 1,027,640 
for the same period last year. World 
sales were 655,739, against 1,110,143 
in the first four months last year. 


Electric Truck Shipments 
Continue Lower in April 


Domestic shipments of electric in- 
dustrial trucks and tractors during 
April, as reported by ten manufac: 
turers representing the entire industry, 
were 57, against 74 in March and 156 
in April last year, according to the 
Department of Commerce. 

For the first four months this yea 
domestic shipments totaled 299, against 
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568 in the same period last year. Con- 
trasted with this, export shipments in 
the first four months amounted to 93, 
against shipments of 104 in all 


of 1937. 
. 


“Sterilamp”” Demonstration 


The effectiveness of the “Sterilamp” 
in reducing the bacterial contamination 
of drinking glasses was demonstrated 
this week before the New Jersey Health 
Officers’ Association by Richard V. 
Fellers, health officer of Nutley, N. J. 
Dr. Harvey C. Rentschler, director of 
research at the Westinghouse Lamp 
laboratories, and Dr. Robert F. James, 
his associate, co-developers of the 
lamp, told of other applications of the 
ultra-violet lamp. 


Kerite Plant Addition 
Kerite Insulated Wire & Cable Com- 


pany has begun erection of a two-story 
addition to its plant at Seymour, Conn. 
Award for construction went to the H. 
Wales Line Company, Meriden, Conn. 


Circuit Breaker Contract 


Allis-Chalmers Manufacturing Com- 
pany has been awarded a contract by 
the Los Angeles Water and Power Com- 
mission for oil circuit breakers, on a 
bid of $19,563. 


Omits Dividend Action 


Directors of the Hygrade Sylvania 
Corporation took no action last week 
on the common dividend due at this 
time. A dividend of 3714 cents, a share 
was distributed on April 1. 


Copper Consumption Drops 


Consumption of copper in electric 
manufactures for the first quarter 
amounted to 39,000 short tons, as 
against 54,300 in the fourth quarter and 
45,000 in the first quarter last year. 
according to the American Bureau of 
Metal Statistics. This accounting re- 
fers to total use of copper, irrespective 
of origin as between new and old. 


cee 


New York Metal Prices 


May 31, 1938 June 7, 1938 


cents per Cents per 

a Pound Pound 
-opper electrolytic. ... 9.00* 9.00* 

dAm.8. & R. price. 4.00 4.00 
 _ aaeaes 12.00 11.75 
Nickel ingot... 1... 2” 35.00 35.00 
Tens s snes ees 4.40 4.40 
Aerts... . 2.2 se. 36.75 38.50 
‘ luminum, 99 per cent. 20.00 20.00 


* Delivered Connecticut Valley. 
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Field Reports on Business 


Business continues down in all sections, although the San Francisco 


Exposition is lending a helping hand on the Pacific Coast. 


sales remain in small volume. 


Equipment 


With the summer months in prospect, 


business probably has little more to do than hope “something will turn 


up” in the fall. 


NEW ENGLAND 


Interest in buying electrical equipment 
in this district is lagging and orders re- 
ceived for supplies are confined for the 
most part to small lots and_ individual 
items for industrial plants with scattered 
purchases covering varied purposes. 

Small motor sales are at a low level; 
a few fractionals were bought last week 
and two 50-hp. motors were ordered from 
one manufacturer. Inquiries, on the other 
hand, are in fair volume, which would 
presume that not too far in the future a 
spirited resumption of activity portends. 
Heavy power equipment is quiet, though 
studies are being pursued by engineers 
for industrial plant expansion. 

The General Electric Supply Company, 
Boston, will install a 120-ton capacity 
air conditioning system in its offices and 
display rooms. single-circuit 13-kv. 
tie-line about 5 miles long is being built 
by the New England Power Association 
group between Methuen, Mass., and Sa- 
lem, N. H., where a new substation is 
being erected. Inquiries for wire and 
cable hold up well, with a trend toward 
occasional orders, which reflects a better 
volume than hand-to-mouth buying. 

The Norton Company, Worcester, has 
purchased new lighting equipment for 
an addition to its abrasive factory. Un- 
derwood-Elliott-Fisher Company has added 
a new electric brazing furnace to its 
Hartford plant. A new 400 loaf bakeoven, 
costing $6.350, will be installed in the 
Gardiner, Mass., state hospital. New ad- 
ditions to the Taunton state hospital, 
costing about $80,000, involve a fair-sized 
volume of lighting supplies. 


PACIFIC COAST 


Building construction during May ran 
nearly abreast of last year’s volume, with 
an encouraging increase in privately owned 
structures. Many large public jobs are 
now in the electrical stage, such as a 
block of palaces for the San Francisco 
Exposition and the terminal building of 
the Bay Bridge electric interurban sys- 
tem, which is now 70 per cent completed. 
though with its catenary and signal work 
still in the early stages. 

Recent exposition awards have totaled 
$1,500,000; recent state building contracts 
have totaled $800,000, largely for hos- 
pitals. Pacific Coast shipyards are hoping 
for a fair proportion of the nineteen liners 
recommended for Pacific service by the 
United States Maritime Commission. The 
Pacific Gas & Electric Company has been 
authorized to build a $5,000,000 steam- 
generating plant at Oleum to serve the 
Union Oil Refinery. MGM’s Hollywood 
plant is being augmented by electrical 
equipment and special effects costing 
$500,000. 

The year’s outstanding award covered 
$35,939,450 for the Shasta Dam and 
power plant, largest unit of the $120.000.- 
000 California Central Valley project. the 
low bidder being a contracting group 
known as Pacific Contractors, Inc.. with 
Los Angeles headquarters. About 3,000 
men will be employed. 


Recent orders have included $6,000 of 
General Electric oscillographs for the Cali- 
fornia State Highways Division; $4,000 of 
fractional-horsepower motors for calculat- 
ing machines, $7,500 generator and panels 
for Hawaiian plantation service, $4,000 of 
orders for motor-generator sets and tur- 
bine parts for a university and a sugar 
firm, respectively, all of which indicated 
a varied but a small volume demand just 
now for this class of material. 


NEW YORK 


Utility leaders in this section took time 
out this week in attending the annual 
E.E.I. convention to exchange ideas on 
means of stimulating activity in the elec- 
trical industry. Great emphasis is being 
placed on appliance sales and new appli- 
cations of electricity in industry. 

Reports that the low point in the present 
downward movement in industrial pro- 
duction is about reached has strengthened 
the belief that the fall will produce better 
business. Production in May declined 
slightly and registered about 75 on the 
Federal Reserve index. The quick passage 
of the relief measure and rapid distribu- 
tion of funds is expected to bolster busi- 
ness. 

The fact that President Roosevelt has 
indicated that no funds will be available 
to cities for power plants in competition 
with the utilities unless a “fair” offer for 
the existing properties has been refused 
indicates a better feeling toward the util- 
ities, observers believe. The real test will 
come when an appraisal can be made of 
what is considered “fair.” 


CHICAGO 


Activity in the electrical industry 
throughout this area fell off slightly from 
the previous week’s level. Orders in all 
lines were more scattered and, in a ma- 
jority of cases, for smaller amounts. Addi- 
tional curtailment of industrial production 
resulted in a further drop in orders from 
that field. Wholesalers report a slower 
movement of stock as the summer season 
approaches. Small appliance sales are 
holding up very well in the face of the 
declining trend of general business. The 
average is approximately 18 per cent un- 
der a year ago, while the larger household 
items have dropped around 50 per cent. 

Commonwealth Edison Company is seek- 
ing to stimulate hot water heater sales by 
offering a new one-cent rate during the 
“off-peak” hours. Electric cooking schools 
are bringing good results, with steadily in- 
creasing range sales. Seventy-three air- 
conditioning installations were made dur- 
ing April, an increase of 34 over the 
previous month and 13 over April, 1937. 
Capacity, however, was 20 per cent below 
a year ago. 

The demand for small motors and trans- 
formers is better than might be expected. 
The city electrical department has _re- 
quested bids for one 500-kw. steam tur- 
bine-generator, two 300-amp. are welding 
generators and 11.000 line insulators. Con- 
tractors report fair activity in the installa- 
tion of additional outlets. 
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110 

105 

100 

| | 95 

TRENDS OF; 90 
RIC UTILITY 85 
SECURITIES 80 
) 

Pree oe 3 
a 

8 





1931 1932 1933 1934 1935 1936J MMJSN Jan. Feb. Mar. Apr. MayJune 
1937 1938 


Electric power and light stocks gained this week, the “Electrical World” index rising 
0.6 point. Index this week, 25.4; previous week, 24.8; year ago, 31.8. Bonds were off 
slightly, with the “Electrical World” index 0.4 point lower to 99.5 


SEC Amends Two 
Utility Act Rules 


Amendments to two of the rules un- 
der the Holding Company Act have 
been adopted by the Securities and 
Exchange Commission. 

Rule 11F-2, which provides for the 
commission’s approval of the maxi- 
mum amount of fees and expenses in 
connection with reorganizations of 
registered holding companies and sub- 
sidiaries in U.S. courts, is amended 
to require that the application to the 
SEC be filed with the commission 
before a petition for fees or expenses 
is filed with the court. The applicant 
is also required to include a copy of 
the SEC findings and order on the 
application in the petition to the court. 

Rule 9C-3(11), which provides a 
registered holding company or subsi- 
diary may acquire securities of a 
mutual or subsidiary service company 
without making application to the 
SEC under Section 9(a) of the utility 
act, is amended by striking from that 
rule the proviso that only securities 
whose issuance was duly authorized 
by rule or order of the SEC could be 
acquired under the rule. 


Adds to Board Membership 


Directors of Public Utility Engineer- 
ing & Service Corporation, Standard 
Gas & Electric service affiliate, have in- 
creased their board to fourteen by the 
election of three new members. The new 
directors include Hance H. Cleland, 
president California Oregon Power 
Company, to succeed C. M. Brewer, de- 
ceased; Z. E. Merrill, president Moun- 
tain States Power Company, and G. V. 
Rork, president Northern States Power 
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Company of Wisconsin. Bernard W. 
Lynch, president of Standard Gas & 
Electric Company, said it was the 
policy of the company that presidents 
of all operating subsidiaries are to act 
as directors of the service corporation. 


$18,000,000 Issue Sold 


to Insurance Companies 


Consolidated Gas, Electric Light & 
Power Company of Baltimore, following 
a recent meeting of its board of direc- 
tors, announced that the company’s 
forthcoming issue of $18,000,000 of 30- 
year 314 per cent first refunding mort- 
gage bonds, series O, has been sold to 
six insurance companies at private sale. 
The sale is subject to the approval of 
the Public Service Commission of 
Maryland. Proceeds from the sale of 
these bonds will be applied to the re- 
funding of an issue of $18,000,000 of 
30-year 334 per cent bonds, series K, 
which had been sold to these same six 
insurance companies in 1934. 


Asks Authority to Issue 
$9,515,000 Debentures 


Yonkers Electric Light & Power 
Company and its parent company, 
Consolidated Edison Company of New 
York, Inc., have filed an application 
with the Public Service Commission 
for authority to issue $9,515,000 of 314 
per cent debentures to mature June 1, 
1948. The interest and principal of the 
proposed issue would be guaranteed by 
Consolidated Edison, according to the 
application. 

Proceeds of the issue, which the com- 
panies believe could be sold at not less 
than par, would be used to repay the 
parent concern for advances made to 


Yonkers company for extensions and 
improvements to the subsidiary’s prop- 
erty. 

* 


National Power May 
Reduce Dividends 


Paul B. Sawyer, president of the Na- 
tional Power & Light Company, told 
shareholders at their recent annual 
meeting in Jersey City that, in view of 
business conditions, it might be wise 
for the management of the company to 
reduce the amount of dividends which 
it draws from subsidiaries and that 
therefore the cash available for com- 
mon dividends of National Power & 
Light would be reduced. 

Mr. Sawyer explained that conditions 
were unfavorable for the financing of 
extensions to utility properties and said 
all the available cash resources might 
better remain in the hands of the 
operating subsidiaries. 

Discussing the recently completed 
negotiations between the TVA and Na- 
tional Power & Light for the sale of 
the Tennessee Public Service Company, 
Knoxville subsidiary, Mr. Sawyer inti- 
mated that the bonds of the subsidiary 
would be paid at a price of 96%. He 
said that no arrangements had been 
made for the disposition of the Ten- 
nessee Public Service Company, but in- 
dicated that a contract between Na- 
tional Power & Light, the TVA and the 
city of Knoxville would be entered into 
before bondholders and preferred-stock- 
holders of the subsidiary are canvassed 
in regard to liquidation of their hold- 
ings. 

Regarding discussions with the city 
of Memphis, Mr. Sawyer said that Na- 
tional Power & Light was interested in 
selling the entire property of the com- 
pany to the city, including both elec- 
tric and gas systems. The city, he 
said, was interested only in the electric 
properties and did not wish to take over 
the gas system. 





Utilities Reports (Earnings) 


Net Income — 
19. 


1938 37 

*American Pwr. & - 

Lt. and subs........$11,170,658 $10,739,711 
*Pennsylvania Pwr. & , 

ihc ~spiceseneacaumes 7.922,454 7.929.833 
*Houston Ltg. & Pwr. 2,859,028 2.501.708 
*Memphis Pwr. & Lt. 1.874.820 1.434.262 
*Texas Pwr. & Lt.... 2.360.128 2.029.589 
*Texas Electric Service 1,308,603 1,426,666 
¢Electric Pwr. & Lt. 


Me Ws 6668050055 8,591,249 8,466,265 
fUnited Gas Corp. and de 
ee ES eerie 9,262,495 11,371,207 
tAmerican & Foreign intl 
Pwr. and subs...... 5,962,268 5,714,274 
¢National Pwr. & Lt. Zs 
ON cack ken 0 8,969,138 7,591,190 
¢Standard Gas & Elec. 40 
Oe 2,349,283  4,061,3 
*Connecticut River a 
WUE. ca Weucseedina 1,454,393 1,586,682 


*Twelve months ended April 39. 
+ Twelve months ended March 31. 
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Surveying Device—Of interest to utili- 
ties and consulting engineers should be 
the “Survey Footometer,” now offered by 
the Speedometer Service Company, San 
Francisco, Calif., with a fifth wheel in- 
ternal direct drive. The fifth wheel in this 
case is a bicycle wheel, which, in operation, 
rolls along the rear wheel of the auto- 
mobile the device is attached to. Revolu- 
tions of the wheel are transmitted through 
a flexible shaft to the meter, in easy view 
of the driver, which records the number 
of feet traveled, up to 100.000. Internal 
gears and a direct drive, instead of ex- 
ternal gears and a swivel drive, are used 
to assure care-free operation. 


Fan AnD Lamp—This new reading lamp 
cools the reader or office worker by means 
of a small electric fan above the light 
bulbs. A separate attachment permits 
use of the fan without the light, cooling 
the room by recirculating the air through 
the vents in the shade. It is manufactured 
by the Air-O-Lamp Corporation, Chicago. 


Etectric ReLtay—A new relay, the 
RS-100, capable of handling single-phase 
motor loads up to 1 hp., or heating loads 
up to 1.5 kw., is announced by General 
Controls Company, Chicago, Ill. Relay 
features an extra terminal for supplying 
power to wall clocks, indicating lamps or 
small sensitive relays, eliminating neces- 
sity for separate low-voltage source. It is 
a two-wire, normally open type, with 
double-break contacts. 


Puototuse Retay Unir—Suitable for 
experimental or research work, for educa- 
tional problems or lecture demonstrations, 
as well as for a sensitive electronic relay, 
Type 1224A photo-electric relay unit has 
been developed by G-M Laboratories, Inc., 
Chicago, Ill. Relay comprises a photo- 
tube, thermionic amplifier, resistor, poten- 
tometer, condenser and small electromag- 
netic relay. Wiring diagram is printed on 
the base. 


Prot Licnt AssemMBLy—Prompted by 
requests for a pilot light assembly that 
would meet the Underwriters’ require- 
ments, Dial Light Company of America, 
136 Liberty Street, New York, N. Y., is an- 
nouncing a l-in. pilot light indicator, avail- 
able June 15. Assembly uses a Mazda “S6” 
120-volt lamp, which is removable from 
the front; it can be furnished with smooth 
or faceted jewels. 


Ozone Generator—As an adjunct to 
ar-conditioning equipment, the “Hom- 
zone Air and Health Regenerator” is 
offered by the Automatic Electrical De- 
vices Company, Chicago. Device plugs into 
an electrical outlet, and, through the ac- 
tion of tiny electrical discharges, changes 
_— of the room oxygen into ozone, 
0 freshen the air. Standard models are 
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for use on 
model shown is 644 x 84% x 12 in. Con- 
trol knob and dial permit regulation of 
ozone generation. 


115-volt, 50-60-cycle a.c.; 


Automatic Time Recorper—A fully au- 
tomatic electric time recorder operated by 
the insertion of the time card is announced 
by International Business Machines Cor- 
poration, New York, N. Y. Self-contained 
program device, which is adjustable to the 
minute, shifts registration from day to 
day and between a.m. and p.m. and “in” 
and “out” for each shift of employees and 
can also be set to ring warning bells in 
advance as often as necessary. It is also 
equipped with an automatic blue and red 
auditing device. 


Automatic Time Swircu—For use in 
such applications as process timing and 
sign flashing, General Electric Company. 
Schenectady, N. Y., has brought out 
Type TSA-14 automatic time switch, which 
has an all-glass cover to make inspection 
easier. Silver contacts, rated 10 amp. at 
230 volts, are mounted on the brushes, 
which bear on rotating cams. Steps in 
these cams snap the contacts “open” and 
“closed” at the desired intervals. 


Automatie 
Time Switch 


Phototube 
Relay Unit 


Automatic 
Time Recorder 


; 








Ozone Generator 







Surveying Device 






TECHNICAL BULLETINS 


Line Martertats—Three “Suggestions 
for Specifications” have been approved 
by the transmission and distribution com- 
mittee of the Edison Electric Institute and 
are part of a series covering materials 
used in line construction. Bulletin TD-1 
covers various types of bolts and nuts 
commonly used in overhead line construc- 
tion; TD-51 treats of low- and medium- 
voltage pin type insulators; TD-71 dis- 
cusses insulator and pin threads and 
gages. Dimensions are specified for all 
three products; materials, shipping and 
inspection are discussed for insulators and 
bolts. Copies may be secured from E.E.I. 
headquarters, 420 Lexington Avenue, New 
York, N. Y.; TD-1 is 20 cents, the two 
others, 10 cents per copy, with discounts 
for quantity orders. 





A.S.T.M. Proceepincs—The 1937 Pro- 
ceedings of the American Society for Test- 
ing Materials are in two parts: Part I, 
comprising committee reports, with new 
and revised standards; Part II, giving all 
technical papers, including the Edgar Mar- 
burg lecture on “Plastics—Some Applica- 
tions and Methods of Testing.” Among 
the reports in Part I are some involving 
copper and copper alloy wires for elec- 
trical conductors, electrical-heating and 
electrical-furnace alloys, and electrical in- 
sulating materials, which includes a report 
on the significance of tests. Both parts 
may be purchased at $5.50 each in stiff 
paper cover from A.S.T.M. headquarters, 
260 South Broad Street, Philadelphia, Pa. 


Heatinc ALtoy Datra—Useful data on 
life expectancy of electrical heating al- 
loys is contained in a reprint of a paper 
“Estimating Life of Electrical Elements,” 
prepared by Francis E. Bash, manager of 
the technical department of Driver-Harris 
Company. Harrison, N. J. A copy may 
he had on request to this firm. 





Fan and Lamp 
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April Electrical Exports 
Continue Relatively Firm 


In contrast with the reduced do- 
mestic business in most lines, exports 
of electrical machinery and apparatus 
have been maintained at a relatively 
high level. During April these ex- 
ports were $9,350,000, as against $10,- 
018,000 in March and $10,794,000 in 
April of last year, according to the 
Department of Commerce. For the 
first four months these exports totaled 
$34,834,000, as compared with $35,- 
596,000 in the same period last year. 

Exports of household refrigerators 
in April amounted to 17,008, valued 
at $1,208,000, compared with 17,259, 
valued at $1,232,000, in March and 
with 23,500, valued at $1,709,000, in 
April of last year. For the first four 
months exports were 53,593, valued 
at $3,947,000, against 60,848, valued 
at $4,485,000, in the same _ period 
last year. 

» 


Plan Lighting Installation 
for Ebbets Field, Brooklyn 


Ninety-two million candlepower, with 
an intensity of about 100 foot-candles, 
will be produced by 615 floodlights, 
each with a 1,500-watt Mazda lamp, at 
Ebbets Field, Brooklyn, N. Y. 

Seven towers, 115 feet high, will be 
located about the field. Two of the 
towers will carry 115 units each, said 
to be the largest number of floodlights 
ever assembled on one tower for night 
baseball. Installation will be by Gen- 
eral Electric engineers. 


Features Wiring Program 


A complete outline of the National 
Adequate Wiring Program was pre- 
sented by F. J. McGinnis, secretary. 
Florida Association of Electrical Con- 
tractors and Dealers, West Palm 
Beach, at a meeting of 150 electrical 
men, architects and builders held in 
Miami recently under the auspices of 
the South Florida Committee of the 
Illuminating Engineering Society. A. C. 
Bergh, lighting specialist of the Flor- 
ida Power & Light Company, reports 
that this was the sixth of eight weekly 
meetings scheduled during an adequate 
wiring and lighting course. 


Vacuum Cleaner Sales Lower 


Sales of Vacuum cleaners during 
April totaled 112.000. compared with 
135,543 in March and with 190,536 in 
April last year. according to the 
Vacuum Cleaners Manufacturers’ Asso- 
ciation. Sales for the first four months 
were $466,182, against $666,789 in the 
same period last year. 
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OPPORTUNITIES 


CLarKssurc, W. Va.—Monongahela-West 
Penn Public Service Company, Fairmont, 
W. Va., plans extensions and improve- 
ments in transmission and distributing 
lines at Clarksburg and vicinity, including 
installation of new lines and rebuilding 
of certain existing lines. Cost estimated 
close to $100,000. Additions and improve- 
ments will be made in street-lighting sys- 
tem in business district at Clarksburg, to 
cost about $60,000. 


Cuattranooca, Tenn.—Chattanooga Elec- 
tric Power Board receives bids until June 
21 for two 44-kv. power substations at 
Main and Sycamore Streets, and on River- 
side Drive, to be known as Substations 
Nos. 3 and 6, respectively, including steel 
structures, electrical equipment, feeder 
cables, control cables, yard lighting sys- 
tem and complete auxiliary equipment 
(Contract 3-B); estimated cost about $98,- 
000, exclusive of transformers and oil cir- 
cuit breakers for which awards previously 
have been made. Bids also will be re- 
ceived until June 22 for miscellaneous 
power substation equipment (Contract 
3-C). Specifications are being completed 
and early call for bids is scheduled for 
quantity of distribution transformers (Con- 
tract 2-A), estimated to cost about $110,- 
000; also for quantity of watt-hour meters 
(Contract 5-A), estimated to cost $60,000. 
R. H. Hunt & Company, Chattanooga Bank 
Building, Chattanooga, are architects for 
substations. R. G. Finley is chief engineer 
for the board. 


Mount Peasant, Towa—Mount Pleas- 
ant Electric Light and Water Works re- 
ceives bids until June 15 for extensions 
and improvements in steam-electric gen- 
erating station, including new  1,000-kw. 
turbo-generator unit and accessories, air 
filter, condenser, pumping machinery and 
auxiliary equipment. 


Wausau, Wis.—Wisconsin Public Serv- 
ice Corporation, Green Bay, Wis., has sur- 
veys in progress for proposed new trans- 
mission line from Merrill to Wausau, about 
30 miles, and will ask bids for construction 
in near future. Public Utility Engineering 
& Service Corporation, 231 South LaSalle 
Street. Chicago, Tll., is consulting engineer. 


PHiLapeLpHta, Pa—Atlantic Refining 
Company, 260 South Broad Street, plans 
installation of motors and controls, trans- 
formers and accessories. regulators, con- 
veyors, electric pumping machinery and 
other equipment for extensions and im- 
provements in main oil refining plants at 
Philadelphia and Atreco, Tex., respectively. 
Complete proiects are estimated to cost in 
excess of $3,000,000, fund to be secured 
from an appropriation of $28.000,000. re- 
cently authorized as a 1938 expansion 
hudget for all divisions of operation. 


Pensacoia, Oxia.—Grand River Dam 
Authority, Vinita, Okla., has extended date 
for closing of bids from June 3. until 
June 17 for main generating units and 
auxiliary equipment for new hydroelectric 
generating station on Grand River. near 


Pensacola, including four 20,000-horsepower 
vertical hydraulic turbines, and one 750- 
horsepower hydraulic turbine, with goy- 
ernors, valves and accessories (Contract 
5): four 16,000-kva. electric generating 
units and one 625-kva. generator (Con- 
tract 6); for construction of power dam 
and power house, including _ penstocks, 
radial gates, etc. (Contract 7). Entire de- 
velopment will cost about $20,000.000. 
Financing has been arranged through Fed- 
eral aid. Holway & Nueffer, 2302 East 
Eighteenth Street, Tulsa, Okla., are con- 
sulting engineers. 


GuNTERSVILLE, ALA.—Director of Pur- 
chases, Tennessee Valley Authority, Knox- 
ville, Tenn., receives bids until June 17 
for one 24,000-kva., self-cooled, to 32,000- 
kva., force air-cooled, three-phase, 60-cycle 
transformer, 13.2-kv. to 161-kv., for third 
main power transformer at Guntersyville 
hydro-electric power station. Also for 
neutral grounding reactor for use with 
transformer. 


SavANNAH, Ga.—National Gypsum Com- 
pany, 190 Delaware Avenue, Buffalo, N. Y., 
is selecting site in Port Wentworth area, 
Savannah, with river frontage, for pro- 
posed gypsum plaster and board mill, re- 
cently referred to in these columns. In- 
stallation will include heavy-duty motors 
and controls, transformers, regulators, con- 
veyors, electric hoists and other equip- 
ment. A power house will be built. Appro- 
priation of $900,000 has been made for 
plant. 


Kaukauna, Wis.—Has plans under way 
for new municipal hydro-electric generat- 
ing plant, with transmission and distribut- 
ing lines. Financing will be arranged 
through federal aid. Mead, Ward & Hunt, 
State Journal Building, Madison, Wis., 
are consulting engineers. 


Lewispurc, Tenn.—Has rejected bids 
recently received for new municipal elec- 
trical distributing system, including trans- 
mission line for connection with TVA 
high-tension system. Proposed to ask new 
bids soon. Financing has been arranged 
through federal aid. Freeland, Roberts 
& Company, Third National Bank Build- 
ing, Nashville. Tenn., are consulting en- 
vineers. 


Farco, N. D.—Northern States Power 
Company. Minneapolis, Minn., will break 
ground at once for new addition to steam- 
electric generating plant at Fargo, 50x175 
ft., with installation to include a 5 000-kw. 
turbo-generator unit and accessories; two 
new boilers of 1,150-horsepower rating, to 
replace two existing 700-hp. units, de- 
signed to use either coal or lignite for 
fuel; pumping machinery and complete 
auxiliary equipment. Project will cost 
about $800.000 and is scheduled for com- 
pletion before close of year. Company 
also will make extensions and improve- 
ments in transmission lines in Fargo dis 
trict. J. A. Linquist is engineer in charge 
of construction, which will be carried out 
by company forces. 


— 
ExectricaL Wortp + June 1/, 1998 





